Name of Buildings awarded the 
Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 30 September 2019) 


Name of Building Type of Building District 





1 & 3 Ede Road 
1 Duddell Street 


Private/HOS Residential 


Commercial/Industrial/Public Utilities 


Kowloon City 


Central & Western 





102 Austin Road 


1063 King's Road 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Yau Tsim Mong 


Eastern 





11 MacDonnell Road 
111 Lee Nam Road 


Private/HOS Residential 


Commercial/Industrial/Public Utilities 


Central & Western 


Southern 





127 Repulse Bay Road 
15 Homantin Hill Road 


Private/HOS Residential 
Private/HOS Residential 


Southern 


Yau Tsim Mong 





168 Queen's Road Central 
18 Farm Road (Shopping Arcade) 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Central & Western 


Kowloon City 





18 Upper East 
1881 Heritage 


Private/HOS Residential 


Commercial/Industrial/Public Utilities 


Eastern 


Yau Tsim Mong 





225 Nathan Road 
26 Nathan 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Yau Tsim Mong 
Yau Tsim Mong 





28 Hennessy Road 
31 Robinson Road 





Commercial/Industrial/Public Utilities 


Private/HOS Residential 


Wan Chai 


Central & Western 





33 Des Vouex Road Central 
33 Tseuk Luk Street 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Central & Western 


Wong Tai Sin 





39 Conduit Road 


Private/HOS Residential 


Central & Western 





52 HTR Commercial/Industrial/Public Utilities Kwun Tong 
633 King's Road Commercial/Industrial/Public Utilities Eastern 
78 HTR Commercial/Industrial/Public Utilities Kwun Tong 





7-9 Cambridge Road 


Private/HOS Residential 








Kowloon City 























8 Jordan Road Commercial/Industrial/Public Utilities Yau Tsim Mong 
8 Royal Green Private/HOS Residential North 

80 Robinson Road Private/HOS Residential Central & Western 
88 Hing Fat Street Commercial/Industrial/Public Utilities Eastern 

909 Cheung Sha Wan Road Commercial/Industrial/Public Utilities Sham Shui Po 
99 Cheung Fai Road Commercial/Industrial/Public Utilities Kwai Tsing 
Aegean Coast Tower 1 Private/HOS Residential Tuen Mun 
Aegean Coast Tower 2 Private/HOS Residential Tuen Mun 
Aegean Coast Tower 3 Private/HOS Residential Tuen Mun 
Aegean Coast Tower 5 Private/HOS Residential Tuen Mun 
Aegean Coast Tower 6 Private/HOS Residential Tuen Mun 
Aegean Coast Tower 7 Private/HOS Residential Tuen Mun 
Aegean Coast Tower 8 Private/HOS Residential Tuen Mun 
Affluence Garden Private/HOS Residential Tuen Mun 


Agricultural Bank of China Tower 


Commercial/Industrial/Public Utilities 





Central & Western 























AIA Building Commercial/Industrial/Public Utilities Wan Chai 
AIA Central Commercial/Industrial/Public Utilities Central & Western 
AIA Hong Kong Tower Commercial/Industrial/Public Utilities Eastern 
Airport Freight Forwarding Centre Commercial/Industrial/Public Utilities Kwai Tsing 
Airport World Trade Centre (AWTC) Commercial/Industrial/Public Utilities Islands 
Altamira Private/HOS Residential Central & Western 
Amoy Gardens Block A Private/HOS Residential Kwun Tong 
Amoy Gardens Block B Private/HOS Residential Kwun Tong 
Amoy Gardens Block C Private/HOS Residential Kwun Tong 
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Name of Building Type of Building District 
Amoy Gardens Block D Private/HOS Residential Kwun Tong 
Amoy Gardens Block E Private/HOS Residential Kwun Tong 
Amoy Gardens Block F Private/HOS Residential Kwun Tong 
Amoy Gardens Block G Private/HOS Residential Kwun Tong 
Amoy Gardens Block H Private/HOS Residential Kwun Tong 
Amoy Gardens Block I Private/HOS Residential Kwun Tong 
Amoy Gardens Block J Private/HOS Residential Kwun Tong 
Amoy Gardens Block K Private/HOS Residential Kwun Tong 
Amoy Gardens Block L Private/HOS Residential Kwun Tong 
Amoy Gardens Block M Private/HOS Residenti Kwun Tong 
Amoy Gardens Block N Private/HOS Residenti Kwun Tong 
Amoy Gardens Block O Kwun Tong 
Amoy Gardens Block P Private/HOS Residenti Kwun Tong 
Amoy Gardens Block Q Private/HOS Residenti Kwun Tong 
Amoy Gardens Block R Private/HOS Residenti Kwun Tong 
Amoy Gardens Block S Private/HOS Residential Kwun Tong 





APB Centre 


Apec Plaza 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Kowloon City 


Kwun Tong 





Aria Clubhouse 


Private/HOS Residential 
Private/HOS Residential 


Wong Tai Sin 
Wong Tai Sin 





Private/HOS Residential 
Private/HOS Residential 


Wong Tai Sin 
Wong Tai Sin 





Aria Tower 6 


Private/HOS Residential 
Private/HOS Residential 


Wong Tai Sin 
Wong Tai Sin 





Asia Logistics Hub - SF Centre Commercial/Industrial/Public Utilities Kwai Tsing 


Asia Trade Centre Commercial/Industrial/Public Utilities Kwai Tsing 





Austin Tower Commercial/Industrial/Public Utilities Yau Tsim Mong 


Auto Plaza Commercial/Industrial/Public Utilities Yau Tsim Mong 





AXA Southside Commercial/Industrial/Public Utilities Southern 


Azura 


Private/HOS Residential 


Central & Western 





Bailey Garden Block 1 


Bailey Garden Block 2 


Private/HOS Residential 
Private/HOS Residential 


Kowloon City 


Kowloon City 





Bamboo Grove Block 74 
Bamboo Grove Block 76 


Private/HOS Residential 
Private/HOS Residential 


Central & Western 


Central & Western 





Bamboo Grove Block 78 


Bamboo Grove Block 80 


Private/HOS Residential 
Private/HOS Residential 


Central & Western 


Central & Western 





Bamboo Grove Bloc 





Bamboo Grove Block 84 


Private/HOS Residential 
Private/HOS Residential 


Central & Western 


Central & Western 





Bamboo Grove Clubhouse 


Private/HOS Residential 


Central & Western 


Bank of America Tower Commercial/Industrial/Public Utilities Central & Western 





Bank of China Building Commercial/Industrial/Public Utilities Central & Western 


Bank of China Centre Commercial/Industrial/Public Utilities Yau Tsim Mong 





Bank of China Tower Commercial/Industrial/Public Utilities Central & Western 


Bank of Communications Tower Commercial/Industrial/Public Utilities Central & Western 





Banyan Garden Tower 1 Private/HOS Residential Sham Shui Po 
Banyan Garden Tower 2 Private/HOS Residential Sham Shui Po 





Banyan Garden Tower 3 Private/HOS Residential Sham Shui Po 











Name of Buildings awarded the 
Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 30 September 2019) 


Name of Building 


Type of Building 


District 





Banyan Garden Tower 5 


Banyan Garden Tower 6 


Private/HOS Residential 
Private/HOS Residential 


Sham Shui Po 
Sham Shui Po 





Banyan Garden Tower 7 


Banyan Garden Tower 8 


Private/HOS Residential 
Private/HOS Residential 


Sham Shui Po 
Sham Shui Po 























Bauhinia Garden Tower 1 Private/HOS Residential Sai Kung 
Bauhinia Garden Tower 2 Private/HOS Residential Sai Kung 
Bauhinia Garden Tower 3 Private/HOS Residential Sai Kung 
Bauhinia Garden Tower 4 Private/HOS Residential Sai Kung 
Bauhinia Garden Tower 5 Private/HOS Residential Sai Kung 
Bauhinia Garden Tower 6 Private/HOS Residenti Sai Kung 
Bauhinia Garden Tower 7 Private/HOS Residenti Sai Kung 
Bauhinia Garden Tower 8 Sai Kung 
Bayshore Towers Tower 1 Private/HOS Residenti Sha Tin 
Bayshore Towers Tower 2 Private/HOS Residenti Sha Tin 
Bayshore Towers Tower 3 Private/HOS Residenti Sha Tin 
Bayshore Towers Tower 4 Private/HOS Residenti Sha Tin 
Bayshore Towers Tower 5 Sha Tin 
Bayshore Towers Tower 6 Private/HOS Residenti Sha Tin 





BCC Building 


Beacon Lodge 


Commercial/Industrial/Publi 


Private/HOS Residenti 


Yau Tsim Mong 
Yau Tsim Mong 





Beautiful Group Tower 


Commercial/Industrial/Publi 


Central & Western 

















Bel Air On The Peak Private/HOS Residenti Southern 
Bel-Air No. 8 Private/HOS Residenti Southern 
Bel-Air No. 8, Club 8 Commercial/Industrial/Public Utilities Southern 
Private/HOS Residential Southern 
Belgravia Private/HOS Residential Central & Western 
Belvedere Square Phase 3 Commercial/Industrial/Public Utilities Tsuen Wan 
Benson Tower Commercial/Industrial/Public Utilities Kwun Tong 
Beverly Hills Private/HOS Residential Tai Po 
Billion Centre Commercial/Industrial/Public Utilities Kwun Tong 





Billion Plaza Commercial/Industrial/Public Utilities Sham Shui Po 


Billion Plaza 2 Commercial/Industrial/Public Utilities Sham Shui Po 





Billion Trade Centre Commercial/Industrial/Public Utilities Kwun Tong 


Birchwood Place Private/HOS Residential Central & Western 











BOC Wan Chai Commercial Centre Commercial/Industrial/Public Utilities Central & Western 


Private/HOS Residential 


Central & Western 

















Private/HOS Residential Kwai Tsing 
Broadview Garden Block 2 Private/HOS Residential Kwai Tsing 
Broadview Garden Block 3 Private/HOS Residential Kwai Tsing 
Broadview Garden Block 4 Private/HOS Residential Kwai Tsing 
Broadview Garden Block 5 Private/HOS Residential Kwai Tsing 
Broadview Garden Block 6 Private/HOS Residential Kwai Tsing 
Broadview Garden Block 7 Private/HOS Residential Kwai Tsing 
Buddhist Li Chong Yuet Ming Nursing Home For The Elderly Commercial/Industrial/Public Utilities North 
Cable TV Tower Commercial/Industrial/Public Utilities Tsuen Wan 


Caine Building 


Private/HOS Residential 


Central & Western 





California Tower 





Private/HOS Residential 





Central & Western 
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Name of Building Type of Building District 
Cambridge House Commercial/Industrial/Public Utilities Eastern 
Capital Centre Commercial/Industrial/Public Utilities Wan Chai 
Caribbean Coast Tower 1 Private/HOS Residential Islands 
Caribbean Coast Tower 2 Private/HOS Residential Islands 
Caribbean Coast Tower 3 Private/HOS Residential Islands 
Caribbean Coast Tower 5 Private/HOS Residential Islands 
Caribbean Coast Tower 6 Private/HOS Residential Islands 
Caribbean Coast Tower 7 Private/HOS Residential Islands 
Caribbean Coast Tower 8 Private/HOS Residential Islands 
Caribbean Coast Tower 9 Private/HOS Residenti Islands 
Caribbean Coast Tower 10 Private/HOS Residenti Islands 
Caribbean Coast Tower 11 Islands 
Caribbean Coast Tower 12 Private/HOS Residenti Islands 
Caribbean Coast Tower 15 Private/HOS Residenti Islands 
Caribbean Coast Tower 16 Private/HOS Residenti Islands 
CARMELIA (Management Office) Private/HOS Residenti Southern 





Carmel-on-the-Hill 


Kowloon City 




















CASA 880 Private/HOS Residenti Central & Western 
Casa Marina I Private/HOS Residenti Tai Po 
Cathay Pacific Cargo Terminal Commercial/Industrial/Public Utilities Islands 
Causeway Bay Plaza I Commercial/Industrial/Public Utilities Wan Chai 
Causeway Centre Block B Private/HOS Residential Wan Chai 
Causeway Centre Block C Private/HOS Residential Wan Chai 
C-BONS International Center Commercial/Industrial/Public Utilities Kwun Tong 
Centenary Mansion Block 1 Private/HOS Residential Southern 
Centenary Mansion Block 2 Private/HOS Residential Southern 
Central Building Commercial/Industrial/Public Utilities Central & Western 
Central Government Offices Commercial/Industrial/Public Utilities Wan Chai 





Central Park / Park Avenue 


Private/HOS Residential 


Yau Tsim Mong 














Central Park Towers Tower 1 Private/HOS Residential Yuen Long 
Central Park Towers Tower 2 Private/HOS Residential Yuen Long 
Central Park Towers Tower 3 Private/HOS Residential Yuen Long 
Central Park Towers Tower 5 Private/HOS Residential Yuen Long 
Central Park Towers Tower 6 Private/HOS Residential Yuen Long 
Central Park Towers Tower 7 Private/HOS Residential Yuen Long 
Central Park Towers Tower 8 Private/HOS Residential Yuen Long 
Central Park Towers Tower 9 Private/HOS Residential Yuen Long 
Central Plaza Commercial/Industrial/Public Utilities Wan Chai 





Central Tower 


Centre Point 


Commercial/Industrial/Public Utilities 


Private/HOS Residential 


Central & Western 


Central & Western 





CentreStage 


Chak On Estate Fu Chak House 


Private/HOS Residential 


Public Residential 


Central & Western 


Sham Shui Po 





Chak On Estate Lai Chak House 
Chak On Estate Wah Chak House 


Public Residential 


Public Residential 


Sham Shui Po 
Sham Shui Po 





Chak On Estate Wing Chak House 


Champion Tower 


Public Residential 


Commercial/Industrial/Public Utilities 


Sham Shui Po 


Central & Western 





Chater House 





Commercial/Industrial/Public Utilities 





Central & Western 





Name of Buildings awarded the 


Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 


(as at 30 September 2019) 








Name of Building Type of Building District 
Cheerful Court Private/HOS Residential Kwun Tong 
Chelsea Court Private/HOS Residential Southern 
Chelsea Heights Shopping Arcade Commercial/Industrial/Public Utilities Tuen Mun 


Cheong Shing Industrial Building 


Commercial/Industrial/Public Utilities 


Yau Tsim Mong 





























Cheung Hong Estate Hong Kwai House Public Residential Kwai Tsing 
Cheung Hong Estate Hong Wo House Public Residential Kwai Tsing 
Cheung Hong Estate Hong Tai House Public Residential Kwai Tsing 
Cheung Hong Estate Hong Wing House Public Residential Kwai Tsing 
Cheung Hong Estate Hong Wah House Public Residential Kwai Tsing 
Cheung Hong Estate Hong Fu House Public Residential Kwai Tsing 
Cheung Hong Estate Hong Ping House Public Residential Kwai Tsing 
Cheung Hong Estate Hong On House Public Residential Kwai Tsing 
Cheung Hong Estate Hong Shing House Public Residential Kwai Tsing 
Cheung Hong Estate Hong Fung House Public Residential Kwai Tsing 
Cheung Hong Estate Hong Cheung House Public Residential Kwai Tsing 
Cheung Hong Estate Hong Shun House Public Residential Kwai Tsing 
Cheung Hong Estate Hong Mei House Public Residential Kwai Tsing 
Cheung Kong Center Commercial/Industrial/Public Utilities Central & Western 
Chevalier Commercial Centre Commercial/Industrial/Public Utilities Kwun Tong 


Chevalier House 


Commercial/Industrial/Public Utilities 


Yau Tsim Mong 



































Chi Fu Fa Yuen Fu Lai Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu Fai Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu On Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu King Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu Ho Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu Yat Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu Yi Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu Yan Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu Yip Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu Wah Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu Heng Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu Yar Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu Sing Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu Chun Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu Kar Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu Cheong Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu Ming Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu Chak Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu Wing Yuen Private/HOS Residential Southern 
Chi Fu Fa Yuen Fu Hing Yuen Private/HOS Residential Southern 
Chief Executive's Office Commercial/Industrial/Public Utilities Wan Chai 


China Building 


Commercial/Industrial/Public Utilities 


Central & Western 





China Insurance Group Building 


Commercial/Industrial/Public Utilities 


Central & Western 














China Mobile International Global Network Center Commercial/Industrial/Public Utilities Sai Kung 
China Taiping Tower Commercial/Industrial/Public Utilities Eastern 
Chinachem 333 Plaza Commercial/Industrial/Public Utilities Kwun Tong 
Chinachem Exchange Square Commercial/Industrial/Public Utilities Eastern 











Name of Buildings awarded the 
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(as at 30 September 2019) 





















































Name of Building Type of Building District 

Chinachem Golden Plaza Commercial/Industrial/Public Utilities Yau Tsim Mong 
Chinachem Tsuen Wan Plaza Commercial/Industrial/Public Utilities Tsuen Wan 
Cho Yiu Chuen Chung Ling Sheh Public Residential Kwai Tsing 
Cho Yiu Chuen Commercial Complex Block A Commercial/Industrial/Public Utilities Kwai Tsing 
Cho Yiu Chuen Commercial Complex Block B Commercial/Industrial/Public Utilities Kwai Tsing 
Cho Yiu Chuen Commercial Complex Block C Commercial/Industrial/Public Utilities Kwai Tsing 
Cho Yiu Chuen Commercial Complex Block D Commercial/Industrial/Public Utilities Kwai Tsing 
Cho Yiu Chuen Commercial Complex Block E Commercial/Industrial/Public Utilities Kwai Tsing 
Cho Yiu Chuen Commercial Complex Block F Commercial/Industrial/Public Utilities Kwai Tsing 
Cho Yiu Chuen Kai Hang Lau Public Residential Kwai Tsing 
Cho Yiu Chuen Kai Chun Lau Public Residential Kwai Tsing 
Cho Yiu Chuen Kai Kwong Lau Public Residential Kwai Tsing 
Cho Yiu Chuen Kai Lim Lau Public Residential Kwai Tsing 
Cho Yiu Chuen Kai Min Lau Public Residential Kwai Tsing 
Choi Ming Court Choi Yeung House Private/HOS Residential Sai Kung 

i Ming Court Choi Lau House Private/HOS Residential Sai Kung 

i Ming Court Choi Chung House Private/HOS Residential Sai Kung 

i Ming Court Choi Pak House Private/HOS Residential Sai Kung 

i Ming Court Choi To House Private/HOS Residential Sai Kung 

i Ming Court Choi Mui House Private/HOS Residential Sai Kung 

i Ming Court Choi Fu House Private/HOS Residential Sai Kung 

i Ming Court Choi Kwai House Private/HOS Residential Sai Kung 

i Ming Court Choi Wing House Private/HOS Residential Sai Kung 
Choi Ming Court Choi Yiu House Private/HOS Residential Sai Kung 
Chow Tai Fook Centre Commercial/Industrial/Public Utilities Yau Tsim Mong 
Christian Family Service Centre Headquarters Building Commercial/Industrial/Public Utilities Kwun Tong 
Chun Fai Centre Commercial/Industrial/Public Utilities Central & Western 


Chun Seen Mei Chuen 


Public Residential 


Kowloon City 

















Chun Shek Estate Shek Fai House Public Residential Sha Tin 
Chun Shek Estate Shek Jing House Public Residential Sha Tin 
Chun Shek Estate Shek Ying House Public Residential Sha Tin 
Chun Shek Estate Shek Yuk House Public Residential Sha Tin 
CITIC Telecom Tower Commercial/Industrial/Public Utilities Kwun Tong 
CITIC Tower Commercial/Industrial/Public Utilities Central & Western 
Cityplaza Four Commercial/Industrial/Public Utilities Eastern 
plaza One Commercial/Industrial/Public Utilities Eastern 
plaza South / North Mall Commercial/Industrial/Public Utilities Eastern 
Cityplaza Three Commercial/Industrial/Public Utilities Eastern 








Clovelly Court 


CLP Power Hong Kong Limited - Shatin Centre 


Private/HOS Residential 


Commercial/Industrial/Public Utilities 


Central & Western 


Sha Tin 





CLP Power Hong Kong Ltd - Shamshuipo Centre 
Club Bel-Air Bay Wing 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Sham Shui Po 


Southern 





CMB Wing Lung Bank Building 
CMB Wing Lung Bank Centre 


Commercial/Industrial/Public Utilities 





Commercial/Industrial/Public Utilities 


Central & Western 


Yau Tsim Mong 








Coastal Skyline Tower 1 Private/HOS Residential Islands 
Coastal Skyline Tower 2 Private/HOS Residential Islands 
Coastal Skyline Tower 3 Private/HOS Residential Islands 











Name of Buildings awarded the 
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Coastal Skyline Tower 5 
Coastal Skyline Tower 6 


Private/HOS Residential 
Private/HOS Residential 


Islands 


Islands 





Concordia Plaza 


Conduit 18 


Commercial/Industrial/Public Utilities 


Private/HOS Residential 


Yau Tsim Mong 


Central & Western 





Congregation House 


Conic Investment Building 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Wan Chai 


Kowloon City 





Connaught Garden Tower 1 


Connaught Garden Tower 2 


Private/HOS Residential 
Private/HOS Residential 


Central & Western 


Central & Western 





Connaught Garden Tower 3 


Private/HOS Residential 


Central & Western 












































Convention Plaza - Office Tower Commercial/Industrial/Public Utilities Wan Chai 
Convention Plaza - Shopping Arcade Commercial/Industrial/Public Utilities Wan Chai 
Convention Plaza Apartments Private/HOS Residential Wan Chai 
COS Centre Commercial/Industrial/Public Utilities Kwun Tong 
Courtyard by Marriott Hong Kong Sha Tin Hotel Sha Tin 
Commercial/Industrial/Public Utilities Southern 
Commercial/Industrial/Public Utilities Southern 
Commercial/Industrial/Public Utilities Southern 
Commercial/Industrial/Public Utilities Southern 
Cyberport Arcade Commercial/Industrial/Public Utilities Southern 
Dawning Views Plaza Commercial/Industrial/Public Utilities North 
Deer Hill Bay Tower 1 Private/HOS Residential Tai Po 
Deer Hill Bay Tower 2 Private/HOS Residential Tai Po 
Deer Hill Bay Tower 3 Private/HOS Residential Tai Po 
Deer Hill Bay Tower 5 Private/HOS Residential Tai Po 
Deer Hill Bay Tower 6 Private/HOS Residential Tai Po 
Deer Hill Bay Tower 7 Private/HOS Residential Tai Po 
Deer Hill Bay Tower 8 Private/HOS Residential Tai Po 
Deer Hill Bay Tower 9 Private/HOS Residential Tai Po 
Deer Hill Bay Tower 10 Private/HOS Residential Tai Po 
Deer Hill Bay Tower 11 Private/HOS Residential Tai Po 
Deer Hill Bay Club House Private/HOS Residential Tai Po 
Deer Hill Bay Retail Complex Private/HOS Residential Tai Po 
Devon House Commercial/Industrial/Public Utilities Eastern 


Dina House 


Commercial/Industrial/Public Utilities 


Central & Western 





Double Bay Management Office 
Dragon View Block 1 


Private/HOS Residential 
Private/HOS Residential 


Southern 


Kowloon City 








Dragon View Block 2 Private/HOS Residential Kowloon City 
Eastern Sea Industrial Building Commercial/Industrial/Public Utilities Kwai Tsing 
Private/HOS Residential Wan Chai 


Hotel 


Yau Tsim Mong 





Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Kwai Tsing 


Central & Western 





Electrical and Mechanical Services Department Headquarters 


ELEMENTS 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Kwun Tong 


Yau Tsim Mong 





Emperor Commercial Centre 


Energizing Kowloon East Office (EKEO) 


Commercial/Industrial/Public Utilities 





Commercial/Industrial/Public Utilities 


Central & Western 


Kwun Tong 





Energy Plaza 











Commercial/Industrial/Public Utilities 





Yau Tsim Mong 





Name of Buildings awarded the 


Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 


Name of Building 


(as at 30 September 2019) 
Type of Building 


District 





Enterprise Square Three 


Entertainment Building 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Kwun Tong 


Central & Western 














Entrepot Centre Commercial/Industrial/Public Utilities Kwun Tong 
Epoch Industrial Building Commercial/Industrial/Public Utilities Kwai Tsing 
Ever Gain Building Commercial/Industrial/Public Utilities Sha Tin 
Ever Gain Building No. 3 Commercial/Industrial/Public Utilities Sha Tin 
Ever Gain Centre Commercial/Industrial/Public Utilities Sha Tin 
Ever Gain Plaza (Tower 1) Commercial/Industrial/Public Utilities Kwai Tsing 
Ever Gain Plaza (Tower 2) Commercial/Industrial/Public Utilities Kwai Tsing 
Everbright Centre Commercial/Industrial/Public Utilities Wan Chai 





Fairlane Tower 


Fanling Centre Shopping Arcade 


Private/HOS Residential 


Commercial/Industrial/Public Utilities 


Central & Western 


North 





Festival Walk 


Flora Court 





Commercial/Industrial/Public Utilities 


Private/HOS Residential 


Kowloon City 


Central & Western 





Fo Tan Railway House 


Focal Industrial Centre Block A 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Sha Tin 


Kowloon City 





Focal Industrial Centre Block B 


Fontaine Building 


Commercial/Industrial/Public Utilities 








Commercial/Industrial/Public Utilities 


Kowloon City 


Yau Tsim Mong 





Fook Chi Building 
Fook Yee Garden 


Private/HOS Residential 
Private/HOS Residential 


Kowloon City 


Yau Tsim Mong 

















Ford Glory Plaza Commercial/Industrial/Public Utilities Sham Shui Po 
Fortis Tower Commercial/Industrial/Public Utilities Wan Chai 
Fortress Garden Fu Bon Court Private/HOS Residential Eastern 
Fortress Garden Fu Dat Court Private/HOS Residential Eastern 
Fortress Garden Fu Wai Court Private/HOS Residential Eastern 
Fortress Metro Tower Block A Private/HOS Residential Eastern 
Fortress Metro Tower Block B Private/HOS Residential Eastern 
Fortress Metro Tower Block C Private/HOS Residential Eastern 
Fortress Metro Tower Block D Private/HOS Residential Eastern 


Fortune Metropolis 


Commercial/Industrial/Public Utilities 





Yau Tsim Mong 





Fu Cheong Estate Fu Hoi House 


Fu Cheong Estate Fu Leung House 


Public Residential 


Public Residential 


Sham Shui Po 
Sham Shui Po 





Fu Cheong Estate Fu Loy House 
Fu Cheong Estate Fu Sing House 


Public Residential 


Public Residential 


Sham Shui Po 
Sham Shui Po 





Fu Cheong Estate Fu Wen House 
Fu Cheong Estate Fu Wong House 


Public Residentia 


Public Residentia 


Sham Shui Po 
Sham Shui Po 





Fu Cheong Estate Fu Yee House 
Fu Cheong Estate Fu Ying House 


Public Residentia 


Public Residentia 


Sham Shui Po 
Sham Shui Po 





Fu Cheong Estate Fu Yuet House 


Fu Cheong Estate Fu Yun House 


Public Residentia 





Public Residentia 


Sham Shui Po 





Sham Shui Po 





Fun Tower 


FWD Financial Centre 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Kwun Tong 


Central & Western 





Gala Place 


Gardenview Heights 


Commercial/Industrial/Public Utilities 


Private/HOS Residential 


Yau Tsim Mong 


Central & Western 





Gateway Apartments Sutton Court 


Gateway ts 


Hotel 


Commercial/Industrial/Public Utilities 


Yau Tsim Mong 
Kwai Tsing 





Generali Tower 


Commercial/Industrial/Public Utilities 








Central & Western 





Name of Buildings awarded the 
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Commercial/Industrial/Public Utilities Southern 


Commercial/Industrial/Public Utilities Yau Tsim Mong 





Gloucester Luk Kwok Hotel Central & Western 


Gloucester Tower Commercial/Industrial/Public Utilities Central & Western 





Golden Centre Commercial/Industrial/Public Utilities Central & Western 


Golden Dragon Industrial Centre Block 1 Commercial/Industrial/Public Utilities Kwai Tsing 





Golden Dragon Industrial Centre Block 2 Commercial/Industrial/Public Utilities Kwai Tsing 


Golden Dragon Industrial Centre Block 3 Commercial/Industrial/Public Utilities Kwai Tsing 





Golden Dragon Industrial Centre Block 4 Commercial/Industrial/Public Utilities Kwai Tsing 


Goldwin Heights Private/HOS Residential Central & Western 











Goodluck Industrial Centre Commercial/Industrial/Public Utilities Sham Shui Po 


Gough Hill Residences Private/HOS Residenti Central & Western 





Gramercy Private/HOS Residenti Central & Western 


Grand Austin Clubhouse Private/HOS Residenti Yau Tsim Mong 





Grand Austin Tower 1 Private/HOS Residenti Yau Tsim Mong 
Grand Austin Tower 2 Private/HOS Residenti Yau Tsim Mong 





Grand Austin Tower 3 Yau Tsim Mong 





Grand Austin Tower 5 Private/HOS Residenti Yau Tsim Mong 





Grand Central Plaza Tower 1 Commercial/Industrial/Public Utilities Sha Tin 


Grand Central Plaza Tower 2 Commercial/Industrial/Public Utilities Sha Tin 





Grand Centre Commercial/Industrial/Public Utilities Yau Tsim Mong 


Grand City Plaza Commercial/Industrial/Public Utilities Tsuen Wan 





Grand Excelsior Private/HOS Residential Yau Tsim Mong 


Grand Promenade Tower 1 Private/HOS Residential Eastern 





Grand Promenade Tower 2 Private/HOS Residential Eastern 


Grand Promenade Tower 3 Private/HOS Residential Eastern 





Grand Promenade Tower 5 Private/HOS Residential Eastern 


Grand Promenade Tower 6 Private/HOS Residential Eastern 








Grand Right Centre Private/HOS Residential Eastern 
Grand Waterfront Block 1 Private/HOS Residential Kowloon City 





Grand Waterfront Block 2 Private/HOS Residential Kowloon City 
Grand Waterfront Block 3 Private/HOS Residential Kowloon City 





Grand Waterfront Block 5 Private/HOS Residential Kowloon City 
Grand Waterfront Block 6 Private/HOS Residential Kowloon City 





Grand YOHO Private/HOS Residential Yuen Long 


Grandion Plaza Commercial/Industrial/Public Utilities Sham Shui Po 





Grandtech Centre Commercial/Industrial/Public Utilities Sha Tin 


Gravity Commercial/Industrial/Public Utilities Kwun Tong 





Great Eagle Centre Commercial/Industrial/Public Utilities Wan Chai 


Green Code Plaza Commercial/Industrial/Public Utilities North 





Greenfield Garden Bloc Private/HOS Residenti Kwai Tsing 
Greenfield Garden Block 2 Private/HOS Residenti Kwai Tsing 





Greenfield Garden Bloc Private/HOS Residenti Kwai Tsing 
Greenfield Garden Block 4 Private/HOS Residenti Kwai Tsing 





Greenfield Garden Bloc Private/HOS Residenti Kwai Tsing 
Greenfield Garden Bloc Private/HOS Residenti Kwai Tsing 











Greenfield Garden Block 7 Private/HOS Residenti Kwai Tsing 











Name of Buildings awarded the 
Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 


(as at 30 September 2019) 








Name of Building Type of Building District 
Greenfield Garden Block 8 Private/HOS Residential Kwai Tsing 
Greenfield Garden Block 9 Private/HOS Residential Kwai Tsing 
Greenfield Garden Block 10 Private/HOS Residential Kwai Tsing 
Greenfield Garden Block 11 Private/HOS Residential Kwai Tsing 





Guardforce Centre 


Guardian House 


Commercial/Indus 


Commercial/Indus 


rial/Public U 
rial/Public U 


tilities 


tilities 


Kowloon City 


Wan Chai 





Habour Pinnacle 


Hanford Commercial Centre (New Building) 


Private/HOS Residential 


Commercial/Indus 


rial/Public U 


ilities 


Yau Tsim Mong 
Yau Tsim Mong 





Hanford Commercial Centre (Old Building) 


Hang King Garden 


Commercial/Indus 


Private/HOS Residential 


rial/Public U 


ilities 


Yau Tsim Mong 
Kwai Tsing 





Hang Lung Centre 
Hang Seng Headquarters Building 


Commercial/Indus 


Commercial/Indus 


rial/Public U 
rial/Public U 


ilities 


ilities 


Central & Western 


Central & Western 





Harbour Centre 


Harbour Centre Tower 1 


Commercial/Indus 


Commercial/Indus 





rial/Public U 





rial/Public U 





ilities 


tilities 


Wan Chai 


Kowloon City 





Harbour Green 


Harbour Place Tower 1 


Private/HOS Residential 


Private/HOS Residential 


Sham Shui Po 


Kowloon City 





Harbour Place Tower 2 


Private/HOS Residential 


Kowloon City 

















Harbour Place Tower 3 Private/HOS Residential Kowloon City 
Harbour Place Tower 4 Private/HOS Residential Kowloon City 
Harbour Place Tower 5 Private/HOS Residential Kowloon City 
Harbour Place Tower 6 Private/HOS Residential Kowloon City 
Harbour Place Tower 7 Private/HOS Residential Kowloon City 
Harbour Place Clubhouse Private/HOS Residential Kowloon City 
Harry Industrial Building Commercial/Industrial/Public Utilities Sha Tin 
Helene Tower Private/HOS Residential Southern 
Heng Fa Chuen Club House Commercial/Industrial/Public Utilities Eastern 





Private/HOS Residential 


Private/HOS Residential 


Sham Shui Po 


Central & Western 

















Hill Paramount Private/HOS Residential Sha Tin 
Hing Man Estate Man Chak House Public Residential Eastern 
Hing Man Estate Man Fu House Public Residential Eastern 
Hing Man Estate Man Yat House Public Residential Eastern 
HKEx Data Centre Commercial/Industrial/Public Utilities Sai Kung 
HKIA Tower Commercial/Industrial/Public Utilities Islands 
HKTDC Exhibition Services and Logistics Centre Commercial/Industrial/Public Utilities Sai Kung 
HKU SPACE Island East Campus Commercial/Industrial/Public Utilities Eastern 
HKU SPACE Kowloon East Campus Commercial/Industrial/Public Utilities Kwun Tong 


Commercial/Industrial/Public U 





tilities 


Yau Tsim Mong 





Private/HOS Residential 


Private/HOS Residential 


Yau Tsim Mong 
Yau Tsim Mong 











Hong Kong Institute of Vocational Education (Tsing Yi) Commercial/Industrial/Public Utilities Kwai Tsing 
Hong Kong Red Cross Headquarters Commercial/Industrial/Public Utilities Yau Tsim Mong 
Hong Kong Spinners Industrial Building Phase 5 Commercial/Industrial/Public Utilities Sham Shui Po 
Hong Kong Worsted Mills Insdustrial Building Commercial/Industrial/Public Utilities Kwai Tsing 
Hong Shui Court Private/HOS Residential Kwun Tong 


Hopewell Centre 


Commercial/Indus 


rial/Public U 


tilities 


Central & Western 





HSBC Building Kowloon Bay 





Commercial/Indus 








rial/Public U 


tilities 





Kwun Tong 





Name of Buildings awarded the 


Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 


(as at 30 September 2019) 











Name of Building Type of Building District 
HSBC Building Mongkok Commercial/Industrial/Public Utilities Yau Tsim Mong 
HSBC Building Tseung Kwan O Commercial/Industrial/Public Utilities Sai Kung 
HSBC Main Building Commercial/Industrial/Public Utilities Central & Western 
Hutchison House Commercial/Industrial/Public Utilities Central & Western 
Hutchison Logistics Centre Commercial/Industrial/Public Utilities Kwai Tsing 
Hysan Place Commercial/Industrial/Public Utilities Wan Chai 





ICBC Tower 


IMC, One Chinachem Central 


Commercial/Industrial/Public U 


Commercial/Industrial/Public U 


tilities 


tilities 


Central & Western 


Central & Western 





Imperiak Kennedy 


Imperial Cullinan Tower 1 








Commercial/Industrial/Public U 


Private/HOS Residenti 


tilities 


Southern 


Yau Tsim Mong 





Imperial Cullinan Tower 2 


Imperial Cullinan Tower 3 


Private/HOS Residenti 


Yau Tsim Mong 
Yau Tsim Mong 





Imperial Cullinan Tower 6 


Imperial Cullinan Tower 8 


Private/HOS Residenti 
Private/HOS Residenti 


Yau Tsim Mong 
Yau Tsim Mong 





Imperial Cullinan Clubhouse 


Infinitus Plaza 





Private/HOS Residenti 


Commercial/Industrial/Public Utilities 





Yau Tsim Mong 


Central & Western 





Infotech Centre 


InnoCentre 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Kwun Tong 


Kowloon City 





International Commerce Centre 


International Trade Centre 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Yau Tsim Mong 


Tsuen Wan 





Island Crest Block 1 
Island Crest Block 2 


Private/HOS Residential 
Private/HOS Residential 


Central & Western 


Central & Western 





Island Crest Club House 


Island Harbourview Block 1 


Commercial/Industrial/Public Utilities 


Private/HOS Residential 


Central & Western 


Yau Tsim Mong 





Island Harbourview Block 2 


Island Harbourview Block 3 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 
Yau Tsim Mong 





Island Harbourview Block 5 


Island Harbourview Block 6 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 
Yau Tsim Mong 





Island Harbourview Block 7 


Island Harbourview Block 8 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 
Yau Tsim Mong 





Island Harbourview Block 9 


Island Harbourview Block 10 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 
Yau Tsim Mong 





Island Harbourview Club House 


Commercial/Industrial/Public Utilities 


Private/HOS Residential 





Yau Tsim Mong 


Eastern 





Jardine House 


Private/HOS Residential 


Commercial/Industrial/Public Utilities 


Central & Western 


Central & Western 





Jat Min Chuen Ming Shun Lau (High Block) Public Residential Sha Tin 
Jat Min Chuen Ming Shun Lau (Low Block) Public Residential Sha Tin 





Jat Min Chuen Ming Yan Lau (High Block) Public Residential Sha Tin 
Jat Min Chuen Ming Yan Lau (Low Block) Public Residential Sha Tin 





Jat Min Chuen Ming Yiu Lau (High Block) Public Residential Sha Tin 








Jat Min Chuen Ming Yiu Lau (Low Block) Public Residential Sha Tin 





Commercial/Industrial/Public Utilities Sham Shui Po 


Jockey Club Environmental Building 


Jolly Place Private/HOS Residential Sai Kung 





Jones Hive Private/HOS Residential Eastern 


K. Wah Centre Commercial/Industrial/Public Utilities Eastern 





K11 Art Mall Commercial/Industrial/Public Utilities Yau Tsim Mong 











Name of Buildings awarded the 


Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 


Name of Building 


(as at 30 September 2019) 


Type of Building 


District 





Ka Wai Chuen Ka Bong Lau 
Ka Wai Chuen Ka Hing Lau 


Public Residential 


Public Residential 


Kowloon City 


Kowloon City 





Ka Wai Chuen Ka Lei Lau 
Ka Wai Chuen Ka Lim Lau 


Public Residential 


Public Residential 


Kowloon City 


Kowloon City 





Ka Wai Chuen Ka Yee Lau 


Public Residential 


Kowloon City 













































































Kai Tin Estate Kai Shun House Public Residential Kwun Tong 
Kai Tin Estate Kai Wong House Public Residential Kwun Tong 
Kai Tin Estate Kai Yan House Public Residential Kwun Tong 
ip Estate Kai Cheung House Public Residential Kwun Tong 
ip Estate Kai Lok House Public Residential Kwun Tong 
ip Estate Kai Ning House Public Residential Kwun Tong 
ip Estate Kai Shing House Public Residential Kwun Tong 
ip Estate Kai Yin House Public Residential Kwun Tong 
ip Estate Kai Yue House Public Residential Kwun Tong 
Kam Fung Building Private/HOS Residential Southern 
Kam Ping Centre Commercial/Industrial/Public Utilities Central & Western 
Kennedy Heights Private/HOS Residential Central & Western 
Kennedy Park Private/HOS Residential Wan Chai 
Kenning Industrial Building Commercial/Industrial/Public Utilities Kwun Tong 
Kerry Centre Commercial/Industrial/Public Utilities Eastern 
Kin Sang Estate Hong Sang House Private/HOS Residential Tuen Mun 
Kin Sang Estate Lok Sang House Private/HOS Residential Tuen Mun 
Kin Sang Estate Tai Sang House Private/HOS Residential Tuen Mun 
Kin Sang Estate Yue Sang House Private/HOS Residential Tuen Mun 
King Palace Plaza Commercial/Industrial/Public Utilities Kwun Tong 
King Wah Centre Commercial/Industrial/Public Utilities Yau Tsim Mong 
Kingston Terrace Block 1 Private/HOS Residential Tuen Mun 
Kingston Terrace Block 2 Private/HOS Residential Tuen Mun 
Kingston Terrace Block 3 Private/HOS Residential Tuen Mun 
Kingston Terrace Block 4 Private/HOS Residential Tuen Mun 
Kingswood Villas Kenswood Court Block 1 Private/HOS Residential Yuen Long 
Kingswood Villas Kenswood Court Block 2 Private/HOS Residential Yuen Long 
Kingswood Villas Kenswood Court Block 3 Private/HOS Residential Yuen Long 
Kingswood Villas Kenswood Court Block 4 Private/HOS Residential Yuen Long 
Kingswood Villas Kenswood Court Block 5 Private/HOS Residential Yuen Long 
illas Kenswood Court Block 6 Private/HOS Residential Yuen Long 
illas Kenswood Court Block 7 Private/HOS Residential Yuen Long 
illas Kenswood Court Block 8 Private/HOS Residential Yuen Long 
illas Kenswood Court Block 9 Private/HOS Residential Yuen Long 
illas Kenswood Court Block 10 Private/HOS Residential Yuen Long 
illas Kenswood Court Block 11 Private/HOS Residential Yuen Long 
illas Kenswood Court Block 12 Private/HOS Residential Yuen Long 
illas Kenswood Court Block 13 Private/HOS Residential Yuen Long 
Kingswood Villas Kenswood Court Block 14 Private/HOS Residential Yuen Long 
Kingswood Villas Maywood Court Block 1 Private/HOS Residential Yuen Long 
Kingswood Villas Maywood Court Block 2 Private/HOS Residential Yuen Long 
Kingswood Villas Maywood Court Block 3 Private/HOS Residential Yuen Long 











Name of Buildings awarded the 
Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 30 September 2019) 


Name of Building Type of Building District 





Kingswood Villas Maywood Court Block 4 Private/HOS Residential Yuen Long 
Kingswood Villas Maywood Court Block 5 Private/HOS Residential Yuen Long 





Kingswood Villas Maywood Court Block 6 Private/HOS Residential Yuen Long 
Kingswood Villas Maywood Court Block 7 Private/HOS Residential Yuen Long 





Kingswood Villas Maywood Court Block 8 Private/HOS Residential Yuen Long 


Kinox Centre Commercial/Industrial/Public Uti Kwun Tong 





Kinwick Centre Commercial/Industrial/Public Uti Central & Western 


Knights' Court Flat A, B & C, D Private/HOS Residential Eastern 





Kolour - Tsuen Wan I Commercial/Industrial/Public Uti Tsuen Wan 


Kolour - Tsuen Wan II Commercial/Industrial/Public Uti Tsuen Wan 





Kornhill Apartment Hotel Eastern 











Kornhill Plaza Commercial/Industrial/Public Uti Eastern 





Kornville Block 1 Private/HOS Residential Eastern 


Kornville Block 2 Private/HOS Residential Eastern 





Kowloon Building Commercial/Industrial/Public Utilities Yau Tsim Mong 


Kowloonbay International Trade and Exhibition Centre Commercial/Industrial/Public Utilities Kwun Tong 





Kundamal House Commercial/Industrial/Public Utilities Yau Tsim Mong 


Kwai Shing West Estate Block 1 ic Residentia Kwai Tsing 





Kwai Shing West Estate Block 2 ic Residentia Kwai Tsing 


Kwai Shing West Estate Block 3 ic Residentia Kwai Tsing 





Kwai Shing West Estate Block 4 ic Residentia Kwai Tsing 


Kwai Shing West Estate Block 5 ic Residentia Kwai Tsing 





Kwai Shing West Estate Block 6 ic Residentia Kwai Tsing 


Kwai Shing West Estate Block 7 ic Residentia Kwai Tsing 





Kwai Shing West Estate Block 8 ic Residentia Kwai Tsing 


Kwai Shing West Estate Block 9 ic Residentia Kwai Tsing 














Kwai Shing West Estate Block 10 ic Residentia Kwai Tsing 
La Cité Noble Block 1 Private/HOS Residential Sai Kung 





La Cité Noble Block 2 Private/HOS Residential Sai Kung 
La Cité Noble Block 3 Private/HOS Residential Sai Kung 





La Cité Noble Block 4 Private/HOS Residential Sai Kung 
La Cité Noble Block 5 Private/HOS Residential Sai Kung 











La Cité Noble Block 6 Private/HOS Residential Sai Kung 


La Place de Victoria Private/HOS Residential Eastern 





La Rossa A (Block 7) Coastal Skyline Private/HOS Residential Islands 
La Rossa B (Block 8) Coastal Skyline Private/HOS Residential Islands 





Laguna Verde Tower 1 Private/HOS Residential Kowloon City 


Laguna Verde Tower 2 Private/HOS Residential Kowloon City 





Laguna Verde Tower 3 Private/HOS Residential Kowloon City 


Laguna Verde Tower 4 Private/HOS Residential Kowloon City 





Laguna Verde Tower 5 Private/HOS Residential Kowloon City 





Laguna Verde Tower 6 Private/HOS Residenti Kowloon City 





Laguna Verde Tower 7 Private/HOS Residenti Kowloon City 
Laguna Verde Tower 8 Private/HOS Residenti Kowloon City 





Laguna Verde Tower 9 Private/HOS Residenti Kowloon City 
Laguna Verde Tower 10 Private/HOS Residenti Kowloon City 








Laguna Verde Tower 11 Private/HOS Residenti Kowloon City 











Name of Buildings awarded the 


Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 


(as at 30 September 2019) 












































Name of Building Type of Building District 
Laguna Verde Tower 1 Private/HOS Residential Kowloon City 
Laguna Verde Tower 1 Private/HOS Residential Kowloon City 
Laguna Verde Tower Private/HOS Residential Kowloon City 
Laguna Verde Tower 1 Private/HOS Residential Kowloon City 
Laguna Verde Tower 1 Private/HOS Residential Kowloon City 
Laguna Verde Tower Private/HOS Residential Kowloon City 
Laguna Verde Tower Private/HOS Residential Kowloon City 
Laguna Verde Tower 1 Private/HOS Residential Kowloon City 
Laguna Verde Tower 20 Private/HOS Residential Kowloon City 
Laguna Verde Tower 21 Private/HOS Residential Kowloon City 
Laguna Verde Tower 22 Private/HOS Residential Kowloon City 
Laguna Verde Tower 23 Private/HOS Residential Kowloon City 
Laguna Verde Tower 23A Private/HOS Residential Kowloon City 
Laguna Verde Tower 25 Private/HOS Residential Kowloon City 
Lai Tak Tsuen Lai Kit Lau Public Residential Eastern 
Lai Tak Tsuen Tak Chuen Lau Public Residential Eastern 
Lai Tak Tsuen Tsuen Wing Lau Public Residential Eastern 
Lai Yan Court Lai Choi House Private/HOS Residential Kwai Tsing 
Lai Yan Court Lai Lam House Private/HOS Residential Kwai Tsing 
Lai Yan Court Lai Ying House Private/HOS Residential Kwai Tsing 
Lake Silver Private/HOS Residential Sha Tin 
Lakeside Garden Block 11 Public Residential Sai Kung 
Landmark East Commercial/Industrial/Public Utilities Kwun Tong 
Landmark North Commercial/Industrial/Public Utilities North 





Langham Place Office Tower (High Block) 


Langham Place Retail Tower 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Yau Tsim Mong 
Yau Tsim Mong 






































Larvotto Tower 1 Private/HOS Residential Southern 

o Tower 2 Private/HOS Residential Southern 

o Tower 3 Private/HOS Residential Southern 

o Tower 5 Private/HOS Residential Southern 

o Tower 6 Private/HOS Residential Southern 

o Tower 7 Private/HOS Residential Southern 

o Tower 8 Private/HOS Residential Southern 

Larvotto Tower 9 Private/HOS Residential Southern 

Larvotto Tower 10 Private/HOS Residential Southern 

Larvotto Tower Club House Private/HOS Residential Southern 
Le Bleu Duex Block 1 Private/HOS Residential Islands 
Le Bleu Duex Block 2 Private/HOS Residential Islands 
Le Bleu Duex Bloc Private/HOS Residential Islands 
Le Bleu Duex Block 5 Private/HOS Residential Islands 
Le Bleu Duex Bloc Private/HOS Residential Islands 
Le Bleu Duex Block 7 Private/HOS Residential Islands 
Le Bleu, Coastal Skyline Phase 2 Private/HOS Residential Islands 
Private/HOS Residential Eastern 

Commercial/Industrial/Public Utilities Wan Chai 

Commercial/Industrial/Public Utilities Wan Chai 





Lee Garden Six 


Commercial/Industrial/Public Utilities 








Wan Chai 





Name of Buildings awarded the 
Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 30 September 2019) 








Name of Building Type of Building District 
Lee Gardens Two Commercial/Industrial/Public Utilities Wan Chai 
Commercial/Industrial/Public Utilities Wan Chai 

Commercial/Industrial/Public Utilities Kwun Tong 


Legislative Council Complex 


Commercial/Industrial/Public Utilities 


Central & Western 





























Lei On Court Lei Hong House (Block A) Private/HOS Residential Kwun Tong 
Lei On Court Lei Yat House (Block B) Private/HOS Residential Kwun Tong 
Lei On Court Lei Yan House (Block C) Private/HOS Residential Kwun Tong 
Lei On Court Lei Yi House (Block D) Private/HOS Residential Kwun Tong 
Lei On Court Lei King House (Block E) Private/HOS Residential Kwun Tong 
Lei On Court Lei Ting House (Block F) Private/HOS Residential Kwun Tong 
Leighton Centre Commercial/Industrial/Public Utilities Wan Chai 
Lek Yuen Estate Fook Hoi House Public Residential Sha Tin 
Lek Yuen Estate Fu Yu House Public Residential Sha Tin 
Lek Yuen Estate Kwai Wo House Public Residential Sha Tin 
Lek Yuen Estate Luk Chuen House Public Residential Sha Tin 
Lek Yuen Estate Sau Chuen House Public Residential Sha Tin 
Lek Yuen Estate Wah Fung House Public Residential Sha Tin 
Lek Yuen Estate Wing Shui House Public Residential Sha Tin 
Les Saisons Private/HOS Residential Eastern 


Private/HOS Residential 


Central & Western 





Li Po Chun Chambers 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Central & Western 


Central & Western 





Liberte Block 1 
Liberte Block 2 


Private/HOS Residential 
Private/HOS Residential 


Sham Shui Po 
Sham Shui Po 





Liberte Block 3 
Liberte Block 5 


Private/HOS Residential 
Private/HOS Residential 


Sham Shui Po 
Sham Shui Po 





Liberte Block 6 
Liberte Block 7 


Private/HOS Residential 
Private/HOS Residential 


Sham Shui Po 
Sham Shui Po 








Liberte Block 8 
Liberte Club House 


Private/HOS Residential 
Private/HOS Residential 


Sham Shui Po 
Sham Shui Po 





Liberte Shopping Centre 


Lincoln House 


Private/HOS Residential 


Commercial/Industrial/Public Utilities 


Sham Shui Po 


Eastern 





Lingnan University (Hostel A & B) 


Lippo Centre 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Tuen Mun 


Central & Western 






































Lippo Leighton Tower Commercial/Industrial/Public Utilities Wan Chai 

LKF 29 Commercial/Industrial/Public Utilities Central & Western 

Lladro Building Commercial/Industrial/Public Utilities Kwun Tong 
k Man Sun Chuen Block AB Public Residential Kowloon City 
k Man Sun Chuen Bloc Public Residential Kowloon City 
k Man Sun Chuen Block D Public Residential Kowloon City 
k Man Sun Chuen Bloc Public Residential Kowloon City 
k Man Sun Chuen Block F Public Residential Kowloon City 
k Man Sun Chuen Bloc Public Residential Kowloon City 
k Man Sun Chuen Block H Public Residential Kowloon City 
k Man Sun Chuen Bloc Public Residential Kowloon City 
k Wah North Estate Kan Wah House Public Residential Kwun Tong 
k Wah North Estate Lap Wah House Public Residential Kwun Tong 














Name of Buildings awarded the 
Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 30 September 2019) 
























































Name of Building Type of Building District 
k Wah North Estate Ning Wah House Public Residential Kwun Tong 
k Wah North Estate Ping Wah House Public Residential Kwun Tong 
k Wah North Estate Po Wah House Public Residential Kwun Tong 
k Wah North Estate Shun Wah House Public Residential Kwun Tong 
k Wah North Estate Tat Wah House Public Residential Kwun Tong 
k Wah North Estate Yan Wah House Public Residential Kwun Tong 
Luk Kwok Centre Commercial/Industrial/Public Utilities Central & Western 
Luk Yeung Sun Chuen Block A Private/HOS Residential Tsuen Wan 
Luk Yeung Sun Chuen Block B Private/HOS Residential Tsuen Wan 
Luk Yeung Sun Chuen Block C Private/HOS Residenti Tsuen Wan 
Luk Yeung Sun Chuen Block D Private/HOS Residenti Tsuen Wan 
Luk Yeung Sun Chuen Block E Private/HOS Residenti Tsuen Wan 
Luk Yeung Sun Chuen Block F Private/HOS Residenti Tsuen Wan 
Luk Yeung Sun Chuen Block G Private/HOS Residenti Tsuen Wan 
Luk Yeung Sun Chuen Block H Private/HOS Residenti Tsuen Wan 
Luk Yeung Sun Chuen Block J Private/HOS Residential Tsuen Wan 
Luk Yeung Sun Chuen Block K Private/HOS Residential Tsuen Wan 
Luk Yeung Sun Chuen Block L Private/HOS Residential Tsuen Wan 
Luk Yeung Sun Chuen Block M Private/HOS Residential Tsuen Wan 
Luk Yeung Sun Chuen Block N Private/HOS Residential Tsuen Wan 
Luk Yeung Sun Chuen Block P Private/HOS Residential Tsuen Wan 
Luk Yeung Sun Chuen Block Q Private/HOS Residential Tsuen Wan 
Luk Yeung Sun Chuen Block R Private/HOS Residential Tsuen Wan 
Luk Yeung Sun Chuen Block S Private/HOS Residential Tsuen Wan 
Lung Fung Garden Block A, B € C Private/HOS Residential North 
Ma On Shan Centre Tower 1 Private/HOS Residential Sha Tin 
Ma On Shan Centre Tower 2 Private/HOS Residential Sha Tin 
Ma On Shan Centre Tower 3 Private/HOS Residential Sha Tin 
Ma On Shan Centre Tower 4 Private/HOS Residential Sha Tin 
Macau Yat Yuen Centre Commercial/Industrial/Public Utilities Wan Chai 





MacPherson Place 


Manhattan Centre 


Private/HOS Residential 


Commercial/Industrial/Public Utilities 


Yau Tsim Mong 
Kwai Tsing 





Manhattan Hill (Residential - Block 1) 
Manhattan Hill (Residential - Block 2) 


Private/HOS Residential 
Private/HOS Residential 


Sham Shui Po 
Sham Shui Po 











Commercial/Industrial/Public Utilities 


Manhattan Place Commercial/Industrial/Public Utilities Kwun Tong 
Manulife Financial Centre Commercial/Industrial/Public Utilities Kwun Tong 
Mapletree Bay Point Commercial/Industrial/Public Utilities Kwun Tong 
Private/HOS Residential Southern 
Commercial/Industrial/Public Utilities Wan Chai 


Wong Tai Sin 





Maxim's Cakes and Bakery Factory 


Maxwell Centre 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Tai Po 


Yau Tsim Mong 





























Maxwell House Private/HOS Residential Yuen Long 
MCP Discovery Commercial/Industrial/Public Utilities Sai Kung 
Mei Chung Court Fu Chung House Private/HOS Residential Sha Tin 
Mei Chung Court Hing Chung House Private/HOS Residential Sha Tin 
Mei Chung Court Hong Chung House Private/HOS Residential Sha Tin 





Name of Buildings awarded the 
Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 30 September 2019) 
















































































Name of Building Type of Building District 
Mei Chung Court Lai Chung House Private/HOS Residential Sha Tin 
Mei Chung Court Lok Chung House Private/HOS Residential Sha Tin 
Mei Chung Court Shing Chung House Private/HOS Residential Sha Tin 
Metro City Phase 1 Tower 1 Private/HOS Residential Sai Kung 
Metro City Phase 1 Tower 2 Private/HOS Residential Sai Kung 
Metro City Phase 1 Tower 3 Private/HOS Residential Sai Kung 
Metro City Phase 1 Tower 4 Private/HOS Residential Sai Kung 
Metro City Phase 1 Tower 5 Private/HOS Residential Sai Kung 
Metro City Phase 1 Tower 6 Private/HOS Residential Sai Kung 
Metro City Phase II Tower 1 Private/HOS Residenti Sai Kung 
Metro City Phase II Tower 2 Private/HOS Residenti Sai Kung 
Metro City Phase II Tower 3 Private/HOS Residenti Sai Kung 
Metro City Phase II Tower 4 Private/HOS Residenti Sai Kung 
Metro City Phase II Tower 5 Private/HOS Residenti Sai Kung 
Metro City Phase II Tower 6 Private/HOS Residenti Sai Kung 
Metro City Phase II Tower 7 Private/HOS Residential Sai Kung 
Metro City Phase II Tower 8 Private/HOS Residential Sai Kung 
Metro City Phase II Tower 9 Private/HOS Residential Sai Kung 
Metro City Phase II Tower 10 Private/HOS Residential Sai Kung 
Metro City Phase II Tower 11 Private/HOS Residential Sai Kung 
Metro City Plaza II Commercial/Industrial/Public Utilities Sai Kung 
Metro Harbour Plaza Commercial/Industrial/Public Utilities Yau Tsim Mong 
Metro Harbourview Block 1 Private/HOS Residential Yau Tsim Mong 
Metro Harbourview Block 2 Private/HOS Residential Yau Tsim Mong 
Metro Harbourview Block 3 Private/HOS Residential Yau Tsim Mong 
Metro Harbourview Block 4 Private/HOS Residential Yau Tsim Mong 
Metro Harbourview Block 5 Private/HOS Residential Yau Tsim Mong 
Metro Harbourview Block 6 Private/HOS Residential Yau Tsim Mong 
Metro Harbourview Block 7 Private/HOS Residential Yau Tsim Mong 
Metro Harbourview Block 8 Private/HOS Residential Yau Tsim Mong 
Metro Harbourview Block 9 Private/HOS Residential Yau Tsim Mong 
Metro Harbourview Block 10 Private/HOS Residential Yau Tsim Mong 
Metro Harbourview Club House Private/HOS Residential Yau Tsim Mong 
Metro Loft Commercial/Industrial/Public Utilities Kwai Tsing 
Metro Town Tower 1 Private/HOS Residential Sai Kung 
Metro Town Tower 2 Private/HOS Residential Sai Kung 
Metro Town Tower 3 Private/HOS Residential Sai Kung 
Metro Town Tower 5 Private/HOS Residential Sai Kung 
Metro Town Tower 6 Private/HOS Residential Sai Kung 
Metro Town Tower 7 Private/HOS Residential Sai Kung 
Metro Town Tower 8 Private/HOS Residential Sai Kung 
Metro Town Tower 9 Private/HOS Residential Sai Kung 
Metro Town Tower 10 Private/HOS Residential Sai Kung 
Metroplaza Tower I Commercial/Industrial/Public Utilities Kwai Tsing 
Metroplaza Tower II Commercial/Industrial/Public Utilities Kwai Tsing 
Metropolis Plaza Block 1 Private/HOS Residential North 
Metropolis Plaza Block 2 Private/HOS Residential North 














Name of Buildings awarded the 
Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 


(as at 30 September 2019) 






























































Name of Building Type of Building District 
Metropolis Plaza Block 3 Private/HOS Residential North 
Mikiki Commercial/Industrial/Public Utilities Wong Tai Sin 
Millennium City 1 Commercial/Industrial/Public Utilities Kwun Tong 
Milo’s Industrial Building Commercial/Industrial/Public Utilities Kwai Tsing 
Ming Tak Centre Commercial/Industrial/Public Utilities Sham Shui Po 
Mira Place 1/ Tower A Commercial/Industrial/Public Utilities Yau Tsim Mong 
Mita Centre Commercial/Industrial/Public Utilities Kwai Tsing 
Model Housing Estate Man Cheung House Public Residential Eastern 
Model Housing Estate Man Hong House Public Residential Eastern 
Model Housing Estate Man King House Public Residential Eastern 
Model Housing Estate Man Lok House Public Residential Eastern 
Model Housing Estate Man Ning House Public Residential Eastern 
Model Housing Estate Man Shun House Public Residential Eastern 
Mont Vert Clubhouse Private/HOS Residential Tai Po 
Mont Vert Tower 1 Private/HOS Residential Tai Po 
Mont Vert Tower 2 Private/HOS Residential Tai Po 
Mont Vert Tower 3 Private/HOS Residential Tai Po 
Mont Vert Tower 5 Private/HOS Residential Tai Po 
Mont Vert Tower 6 Private/HOS Residential Tai Po 
Mont Vert Tower 7 Private/HOS Residential Tai Po 
Mont Vert Tower 8 Private/HOS Residential Tai Po 
Mont Vert Tower 9 Private/HOS Residential Tai Po 
Monte Verde Private/HOS Residential Southern 
Monte Vista Block 2 Private/HOS Residential Sha Tin 
Monte Vista Block 8 Private/HOS Residential Sha Tin 
Monte Vista Block 10 Private/HOS Residential Sha Tin 
Monte Vista Block 11 Private/HOS Residential Sha Tin 
Monte Vista Block 12 Private/HOS Residential Sha Tin 
Monte Vista Block 15 Private/HOS Residential Sha Tin 
Commercial/Industrial/Public Utilities Kwun Tong 
Private/HOS Residential Wan Chai 
MTR Headquarters Building Commercial/Industrial/Public Utilities Kwun Tong 
My Loft Commercial/Industrial/Public Utilities Tuen Mun 


Nam Shan Estate Nam Fung House 


Public Residential 


Sham Shui Po 





Nam Shan Estate Nam Lok House 


Nam Shan Estate Nam Ming House 


Public Residential 


Public Residential 


Sham Shui Po 
Sham Shui Po 





Nam Shan Estate Nam On House 


Nam Shan Estate Nam Tai House 


Public Residential 


Public Residential 


Sham Shui Po 
Sham Shui Po 





Nam Shan Estate Nam Wai House 


Nam Shan Estate Nam Yat House 


Public Residential 


Public Residential 


Sham Shui Po 
Sham Shui Po 








Nam Shan Estate Nam Yiu House 


Public Residential 


Sham Shui Po 


Nanyang Plaza 


Commercial/Industrial/Public Utilities Kwun Tong 





Nathan Commercial Building Commercial/Industrial/Public Utilities Yau Tsim Mong 


New Mansion Private/HOS Residential Central & Western 





Commercial/Industrial/Public Utilities Kwun Tong 


Commercial/Industrial/Public Utilities Wong Tai Sin 











New World Tower 1 & 2 Commercial/Industrial/Public Utilities Central & Western 











Name of Buildings awarded the 
Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 30 September 2019) 


Type of Building 


Name of Building 


District 





Nexxus Building 


Nina Tower 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Central & Western 


Tsuen Wan 





Nine Queen's Road Central 


No. 1 Star Street 


Commercial/Industrial/Public Utilities 


Private/HOS Residential 


Central & Western 


Wan Chai 





No. 21 Coombe Road, The Peak 
No. 84 Peak Road, The Peak 


Private/HOS Residential 


Private/HOS Residential 


Central & Western 


Central & Western 





No. 9 College Road 
No.1 Homantin Hill 


Private/HOS Residential 


Private/HOS Residential 


Kowloon City 


Kowloon City 





No.2 Oxford Road House A 
No.2 Oxford Road House B 


Private/HOS Residential 


Private/HOS Residenti 


Kowloon City 


Kowloon City 











Nos. 2 & 3 Garden Terrace 


Private/HOS Residenti 





Noah's Ark Hotel Kwai Tsing 
Nob Hill Tower 1 Private/HOS Residenti Kwai Tsing 
Nob Hill Tower 2 Private/HOS Residenti Kwai Tsing 
Nob Hill Tower 3 Private/HOS Residenti Kwai Tsing 
North Satellite Concourse Commercial/Industrial/Publi Islands 


Central & Western 



























































Novotel Citygate Hong Kong Hotel Islands 
NTT Communications Corporation Commercial/Industrial/Public Utilities Tai Po 
NTT Communications Hong Kong Financial Data Center (FDC2) Commercial/Industrial/Public Utilities Sai Kung 
Ocean Centre Commercial/Industrial/Public Utilities Yau Tsim Mong 
Ocean Terminal Commercial/Industrial/Public Utilities Yau Tsim Mong 
Octa Tower Commercial/Industrial/Public Utilities Kwun Tong 
Office Plus @ Prince Edward Commercial/Industrial/Public Utilities Yau Tsim Mong 
Office Tower One, Grand Plaza Commercial/Industrial/Public Utilities Yau Tsim Mong 
Office Tower Two, Grand Plaza Commercial/Industrial/Public Utilities Yau Tsim Mong 
Old Peak Mansion Private/HOS Residential Central & Western 
Olympian City 2 Commercial/Industrial/Public Utilities Sham Shui Po 
On Ning Garden Bloc Private/HOS Residential Sai Kung 
On Ning Garden Block 2 Private/HOS Residential Sai Kung 
On Ning Garden Block 3 Private/HOS Residential Sai Kung 
On Ning Garden Block 4 Private/HOS Residential Sai Kung 
On Ning Garden Block 5 Private/HOS Residential Sai Kung 
On Ning Garden Block 6 Private/HOS Residential Sai Kung 
One Harbour Square Commercial/Industrial/Public Utilities Kwun Tong 
Commercial/Industrial/Public Utilities Wan Chai 
One Island East Commercial/Industrial/Public Utilities Eastern 
Commercial/Industrial/Public Utilities Southern 
Private/HOS Residential Kwun Tong 
Private/HOS Residential Kwun Tong 
Commercial/Industrial/Public Utilities Kwun Tong 
Commercial/Industrial/Public Utilities Tsuen Wan 


Private/HOS Residential 


Central & Western 





Commercial/Indus 


rial/Public U 


Private/HOS Residential 


tilities 


Yuen Long 


Central & Western 





Commercial/Indus 


Commercial/Indus 





rial/Public U 





rial/Public U 


tilities 


tilities 


Eastern 


Central & Western 





Pacific Place Apartments 





Hotel 





Central & Western 





Name of Buildings awarded the 


Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 


Name of Building 


(as at 30 September 2019) 


Type of Building 


District 





Pakpolee Commercial Centre 


Pao Yip Building 


Commercial/Industrial/Public Utilities 


Private/HOS Residential 


Yau Tsim Mong 
Wan Chai 





Paradise Squre 


Commercial/Industrial/Public Utilities 


Yau Tsim Mong 
















































































k Central (Shopping Arcade) Commercial/Industrial/Public Utilities Sai Kung 

k Island Block 1 Private/HOS Residential Islands 

k Island Block 2 Private/HOS Residential Islands 

k Island Block 3 Private/HOS Residential Islands 

k Island Block 5 Private/HOS Residential Islands 

k Island Block 6 Private/HOS Residential Islands 

k Island Block 7 Private/HOS Residenti Islands 

k Island Block 8 Private/HOS Residenti Islands 

k Island Block 9 Islands 

k Island Bloc. Private/HOS Residenti Islands 

k Island Bloc Private/HOS Residenti Islands 

k Island Bloc Private/HOS Residenti Islands 

k Island Bloc Private/HOS Residenti Islands 

k Island Bloc Islands 

k Island Bloc Private/HOS Residenti Islands 

k Island Bloc Private/HOS Residenti Islands 

k Island Bloc Private/HOS Residential Islands 

k Island Bloc Private/HOS Residential Islands 

k Island Block 20 Private/HOS Residential Islands 

k Island Block 21 Private/HOS Residential Islands 

k Island Block 22 Private/HOS Residential Islands 

k Island Block 23 Private/HOS Residential Islands 

k Island Block 25 Private/HOS Residential Islands 

k Island Block 26 Private/HOS Residential Islands 

k Island Block 27 Private/HOS Residential Islands 

k Island Block 28 Private/HOS Residential Islands 

k Island Block 29 Private/HOS Residential Islands 

k Island Block 30 Private/HOS Residential Islands 

k Island Block 31 Private/HOS Residential Islands 

k Island Block 32 Private/HOS Residential Islands 

k Island Blue Blue Club Private/HOS Residential Islands 

k Island Green Green Club Private/HOS Residential Islands 

k Island Chic Chic Club Private/HOS Residential Islands 

k Island Phase 6 Private/HOS Residential Islands 

k Nara Block 1 Private/HOS Residential Yuen Long 

k Nara Block 2 Private/HOS Residential Yuen Long 

k Signature Tower 1 Private/HOS Residential Yuen Long 

k Signature Tower 2 Private/HOS Residential Yuen Long 

k Signature Tower 3 Private/HOS Residential Yuen Long 

k Signature Tower 5 Private/HOS Residential Yuen Long 
Park Signature Tower 6 Private/HOS Residential Yuen Long 
Park Signature Tower 7 Private/HOS Residential Yuen Long 
Park Signature Tower 8 Private/HOS Residential Yuen Long 
Park Signature Tower 9 Private/HOS Residential Yuen Long 











Name of Buildings awarded the 


Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 


(as at 30 September 2019) 








Name of Building Type of Building District 
Park Signature Tower 10 Private/HOS Residential Yuen Long 
Parker 33 Private/HOS Residential Eastern 
Paul Y. Centre Commercial/Industrial/Public Utilities Kwun Tong 
PCCW Tower (Commercial Tower) Commercial/Industrial/Public Utilities Eastern 





Peak Galleria 


Peninsula Heights 


Commercial/Industrial/Public Utilities 


Private/HOS Residential 


Central & Western 


Kowloon City 





Peninsula Tower 


Commercial/Industrial/Public Utilities 


Sham Shui Po 

















Perfect Mount Gardens Block A Private/HOS Residential Eastern 
Perfect Mount Gardens Block B Private/HOS Residential Eastern 
Perfect Mount Gardens Block C Private/HOS Residenti Eastern 
Perfect Mount Gardens Block D Private/HOS Residenti Eastern 
Perfect Mount Gardens Block E Eastern 
Pictorial Garden Phase III Hillview Court Private/HOS Residenti Sha Tin 
Pictorial Garden Phase III Iris Court Private/HOS Residenti Sha Tin 
Pictorial Garden Phase III Juniper Court Private/HOS Residenti Sha Tin 


Pilkem Commercial Centre 


Commercial/Industrial/Public Utilities 


Yau Tsim Mong 














Pine Court Block 1 Private/HOS Residential Southern 
k Estate Hung Shek House Public Residential Kwun Tong 
k Estate Kam Shek House Public Residential Kwun Tong 
k Estate Lam Shek House Public Residential Kwun Tong 
k Estate Tsuen Shek House Public Residential Kwun Tong 
k Estate Tsui Shek House Public Residential Kwun Tong 
k Estate Wong Shek House Public Residential Kwun Tong 
k Estate Yuk Shek House Public Residential Kwun Tong 








Pioneer Centre 


Commercial/Industrial/Public Utilities 


Yau Tsim Mong 





Pioneer Place Commercial/Industrial/Public Utilities Kwun Tong 
Plaza 2000 Commercial/Industrial/Public Utilities Wan Chai 
Commercial/Industrial/Public Utilities Sha Tin 





Commercial/Industrial/Public Utilities 


Private/HOS Residential 


Wong Tai Sin 


Central & Western 

















Po Lam Estate Po Chi House Private/HOS Residential Sai Kung 
Po Lam Estate Po Kan House East Private/HOS Residential Sai Kung 
Po Lam Estate Po Kan House West Private/HOS Residential Sai Kung 
Po Lam Estate Po Kim House Private/HOS Residential Sai Kung 
Po Lam Estate Po Ning House East Private/HOS Residential Sai Kung 
Po Lam Estate Po Ning House West Private/HOS Residential Sai Kung 
Po Lam Estate Po Tai House Private/HOS Residential Sai Kung 
Po Lam Estate Po Tak House Private/HOS Residential Sai Kung 
Po Lam Estate Po Yan House Private/HOS Residential Sai Kung 


President Commercial Centre 


Commercial/Industrial/Public Utilities 


Yau Tsim Mong 

















Prima Villa Block 1 Private/HOS Residenti Sha Tin 
Prima Villa Block 2 Private/HOS Residenti Sha Tin 
Prima Villa Block 3 Private/HOS Residenti Sha Tin 
Prima Villa Block 5 Private/HOS Residenti Sha Tin 
Primrose Hill Block 1 Private/HOS Residenti Tsuen Wan 
Primrose Hill Block 2 Private/HOS Residenti Tsuen Wan 
Primrose Hill Block 3 Private/HOS Residenti Tsuen Wan 











Name of Buildings awarded the 


Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 


Name of Building 


(as at 30 September 2019) 
Type of Building 


District 





Prince Tower 


Princeton Tower 


Commercial/Industrial/Public Utilities 


Private/HOS Residential 


Yau Tsim Mong 


Central & Western 





Prosperous Garden Block 5 


Providence Bay 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 
Tai Po 





Prudential Tower 


Commercial/Industrial/Public Utilities 


Yau Tsim Mong 























QRE Plaza Commercial/Industrial/Public Utilities Wan Chai 
Rambler Crest (Serviced Apartment 1) Private/HOS Residential Kwai Tsing 
Rambler Crest (Serviced Apartment 2) Private/HOS Residential Kwai Tsing 
Rambler Crest (Serviced Apartment 3) Private/HOS Residential Kwai Tsing 
Rambler Crest (Serviced Apartment 5) Private/HOS Residenti Kwai Tsing 
Rambler Crest (Serviced Apartment 6) Private/HOS Residenti Kwai Tsing 
Ravana Garden Block 1 Sha Tin 
Ravana Garden Block 2 Private/HOS Residenti Sha Tin 
Ravana Garden Block 3 Private/HOS Residenti Sha Tin 
Ravana Garden Block 4 Private/HOS Residenti Sha Tin 
Ravana Garden Block 5 Private/HOS Residential Sha Tin 
Reason Group Tower Commercial/Industrial/Public Utilities Kwai Tsing 
Redhill Plaza Commercial/Industrial/Public Utilities Southern 





Regal Kowloon Hotel 
Regal Oriental Hotel 


Hotel 


Yau Tsim Mong 


Kowloon City 





Regal Riverside Hotel 


Regence Royale 


Private/HOS Residential 


Sha Tin 


Central & Western 























Regent Centre (Tower A & B) Commercial/Industrial/Public Utilities Kwai Tsing 
Repulse Bay Apartments Block A Private/HOS Residential Southern 
Repulse Bay Apartments Block B Private/HOS Residential Southern 
Repulse Bay Apartments Block C Private/HOS Residential Southern 
Repulse Bay Apartments Block D Private/HOS Residential Southern 
Residence Bel-Air Phase 1 Private/HOS Residential Southern 
Residence Bel-Air Phase 2 Private/HOS Residential Southern 
Residence Oasis Tower 1 Private/HOS Residential Sai Kung 
Residence Oasis Tower 2 Private/HOS Residential Sai Kung 
Residence Oasis Tower 3 Private/HOS Residential Sai Kung 
Residence Oasis Tower 5 Private/HOS Residential Sai Kung 
Residence Oasis Tower 6 Private/HOS Residential Sai Kung 
Residence Oasis Tower 7 Private/HOS Residential Sai Kung 


Rhythm Garden Bloc 


Private/HOS Residential 


Wong Tai Sin 





Rhythm Garden Bloc 
Rhythm Garden Block 3 


Private/HOS Residential 
Private/HOS Residential 


Wong Tai Sin 
Wong Tai Sin 





Rhythm Garden Bloc 
Rhythm Garden Block 5 


Private/HOS Residential 
Private/HOS Residential 


Wong Tai Sin 
Wong Tai Sin 





Rhythm Garden Bloc 
Rhythm Garden Block 7 


Private/HOS Residenti 
Private/HOS Residenti 


Wong Tai Sin 
Wong Tai Sin 





Rhythm Garden Bloc 
Rhythm Garden Block 9 


Private/HOS Residenti 
Private/HOS Residenti 


Wong Tai Sin 
Wong Tai Sin 





Rhythm Garden Bloc 
Rhythm Garden Bloc 


Private/HOS Residenti 
Private/HOS Residential 


Wong Tai Sin 
Wong Tai Sin 








Rhythm Garden Bloc 





Private/HOS Residential 








Wong Tai Sin 





Name of Buildings awarded the 


Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 


Name of Building 


(as at 30 September 2019) 
Type of Building 


District 





Riviera Gardens Tower 7 


Robinson Heights Tower 1 


Private/HOS Residential 


Private/HOS Residential 


Tsuen Wan 


Central & Western 





Robinson Heights Tower 2 


Robinson Heights Tower 3 


Private/HOS Residential 


Private/HOS Residential 


Central & Western 


Central & Western 








ROCA Center Block 1 Private/HOS Residential Eastern 
ROCA Center Block 2 Private/HOS Residential Eastern 
Rocky Bank (House 1 to House 6) Private/HOS Residential Eastern 
Rosedale Hotel Hong Kong Eastern 





Rosedale Hotel Kowloon 


Rowen Court 


Private/HOS Residenti 


Yau Tsim Mong 


Central & Western 





























Royal Ascot Block 1 Private/HOS Residenti Sha Tin 
Royal Ascot Block 10 Sha Tin 
Royal Ascot Block 11 Private/HOS Residenti Sha Tin 
Royal Ascot Block 2 Private/HOS Residenti Sha Tin 
Royal Ascot Block 3 Private/HOS Residenti Sha Tin 
Royal Ascot Block 5 Private/HOS Residenti Sha Tin 
Royal Ascot Block 6 Sha Tin 
Royal Ascot Block 7 Private/HOS Residenti Sha Tin 
Royal Ascot Block 8 Private/HOS Residenti Sha Tin 
Royal Ascot Block 9 Private/HOS Residenti Sha Tin 
Royal Ascot Club Ascot Commercial/Industrial/Public Utilities Sha Tin 
Royal Ascot Club Tropical Commercial/Industrial/Public Utilities Sha Tin 
Royal Green Block 1 Private/HOS Residential North 

Royal Green Block 2 Private/HOS Residential North 

Royal Green Block 3 Private/HOS Residential North 


Royal Peninsula Block 1 


Private/HOS Residential 


Kowloon City 





Royal Peninsula Block 2 
Royal Peninsula Block 3 


Private/HOS Residential 


Private/HOS Residential 


Kowloon City 


Kowloon City 





Royal Peninsula Block 4 
Royal Peninsula Block 5 


Private/HOS Residential 


Private/HOS Residential 


Kowloon City 


Kowloon City 





Royal Sea Crest Tower 1 
Royal Sea Crest Tower 2 


Private/HOS Residential 


Private/HOS Residential 


Tsuen Wan 


Tsuen Wan 





Ruttonjee House 


Commercial/Industrial/Public Utilities 


Central & Western 




















Rykadan Capital Tower Commercial/Industrial/Public Utilities Kwun Tong 
Saddle Ridge Garden Bloc Private/HOS Residential Sha Tin 
Saddle Ridge Garden Bloc Private/HOS Residential Sha Tin 
Saddle Ridge Garden Bloc Private/HOS Residential Sha Tin 
Saddle Ridge Garden Block 4 Private/HOS Residential Sha Tin 
Saddle Ridge Garden Bloc Private/HOS Residential Sha Tin 
Saddle Ridge Garden Block 6 Private/HOS Residential Sha Tin 
Saddle Ridge Garden Bloc Private/HOS Residential Sha Tin 
Saddle Ridge Garden Block 8 Private/HOS Residential Sha Tin 
Saddle Ridge Garden Bloc Private/HOS Residential Sha Tin 
Saddle Ridge Garden Bloc Private/HOS Residential Sha Tin 
Saddle Ridge Garden Bloc Private/HOS Residential Sha Tin 
Saddle Ridge Garden Block 12 Private/HOS Residential Sha Tin 








Sai Wan Estate Centre Terrace 


Public Residential 








Central & Western 





Name of Buildings awarded the 
Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 30 September 2019) 


Name of Building Type of Building District 





Sai Wan Estate East Terrace Public Residential Central & Western 


Sai Wan Estate North Terrace Public Residential Central & Western 





Sai Wan Estate South Terrace Public Residential Central & Western 


Sai Wan Estate West Terrace Public Residential Central & Western 





Sceneway Garden Block 1 Private/HOS Residential Kwun Tong 
Sceneway Garden Block 2 Private/HOS Residential Kwun Tong 





Sceneway Garden Block 3 Private/HOS Residential Kwun Tong 
Sceneway Garden Block 4 Private/HOS Residential Kwun Tong 





Sceneway Garden Block 5 Private/HOS Residential Kwun Tong 
Sceneway Garden Block 6 Private/HOS Residenti Kwun Tong 





Sceneway Garden Block 7 Private/HOS Residenti Kwun Tong 
Sceneway Garden Block 8 Private/HOS Residenti Kwun Tong 





Sceneway Garden Block 9 Private/HOS Residenti Kwun Tong 
Sceneway Garden Block 10 Private/HOS Residenti Kwun Tong 








Sceneway Garden Block 11 Private/HOS Residenti Kwun Tong 
Sceneway Garden Block 12 Private/HOS Residential Kwun Tong 





Sceneway Garden Block 13 Private/HOS Residential Kwun Tong 
Sceneway Garden Block 14 Private/HOS Residential Kwun Tong 





Sceneway Garden Block 15 Private/HOS Residential Kwun Tong 
Sceneway Garden Block 16 Private/HOS Residential Kwun Tong 





Sceneway Garden Block 17 Private/HOS Residential Kwun Tong 
Scenic View(Block 3) Private/HOS Residential Wong Tai Sin 





Seaview Crescent Block 1 Private/HOS Residential Islands 


Seaview Crescent Block 2 Private/HOS Residential Islands 





Seaview Crescent Block 3 Private/HOS Residential Islands 


Seaview Crescent Block 5 Private/HOS Residential Islands 





Sha Tau Kok Chuen Block 1 Public Residential North 
Sha Tau Kok Chuen Block 2 Public Residential North 





Sha Tau Kok Chuen Block 3 Public Residential North 
Sha Tau Kok Chuen Block 4 Public Residential North 





Sha Tau Kok Chuen Block 5 Public Residentia North 
Sha Tau Kok Chuen Block 6 ic Residentia North 





Sha Tau Kok Chuen Block 7 ic Residentia North 
Sha Tau Kok Chuen Block 8 ic Residentia North 





Sha Tau Kok Chuen Block 9 ic Residentia North 
Sha Tau Kok Chuen Block 10 ic Residentia North 





Sha Tau Kok Chuen Block 11 ic Residentia North 








Sha Tau Kok Chuen Block 12 ic Residentia North 








Sha Tau Kok Chuen Block 13 ic Residenti North 
Sha Tau Kok Chuen Block 14 Public Residenti North 





Sha Tau Kok Chuen Block 15 Public Residenti North 
Sha Tau Kok Chuen Block 16 Public Residenti North 





Sha Tau Kok Chuen Block 17 Public Residenti North 
Sha Tau Kok Chuen Block 18 Public Residenti North 








Sha Tau Kok Chuen Block 19 Public Residenti North 
Sha Tau Kok Chuen Block 20 Public Residential North 








Sha Tau Kok Chuen Block 21 Public Residential North 











Name of Buildings awarded the 
Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 30 September 2019) 





























































































































Name of Building Type of Building District 
Sha Tau Kok Chuen Block 22 Public Residential North 
Sha Tau Kok Chuen Block 23 Public Residential North 
Sha Tau Kok Chuen Block 24 Public Residential North 
Sha Tau Kok Chuen Block 25 Public Residential North 
Sha Tau Kok Chuen Block 26 Public Residentia North 
Sha Tau Kok Chuen Block 27 ic Residentia North 
Sha Tau Kok Chuen Block 28 ic Residentia North 
Sha Tau Kok Chuen Block 29 ic Residentia North 
Sha Tau Kok Chuen Block 30 ic Residentia North 
Sha Tau Kok Chuen Block 31 ic Residentia North 
Sha Tau Kok Chuen Block 32 ic Residentia North 
Sha Tau Kok Chuen Block 33 ic Residentia North 
Sha Tau Kok Chuen Block 34 ic Residenti North 
Sha Tau Kok Chuen Block 35 Public Residenti North 
Sha Tau Kok Chuen Block 36 Public Residenti North 
Sha Tau Kok Chuen Block 37 Public Residenti North 
Sha Tau Kok Chuen Block 38 North 
Sha Tau Kok Chuen Block 39 Public Residenti North 
Sha Tau Kok Chuen Block 40 Public Residenti North 
Sha Tau Kok Chuen Block 41 Public Residential North 
Sha Tau Kok Chuen Block 42 Public Residential North 
Sha Tau Kok Chuen Block 43 blic Residential North 
Sha Tau Kok Chuen Block 44 blic Residential North 
Sha Tau Kok Chuen Block 45 blic Residential North 
Sha Tau Kok Chuen Block 46 blic Residential North 
Sha Tau Kok Chuen Block 47 blic Residential North 
Sha Tau Kok Chuen Block 48 blic Residential North 
Sha Tau Kok Chuen Block 49 Public Residential North 
Sha Tau Kok Chuen Block 50 Public Residential North 
Sha Tau Kok Chuen Block 51 Public Residential North 
Sha Tau Kok Chuen Ying Hoi House Public Residential North 
Sham Wan Towers Tower 1 Private/HOS Residential Southern 
Sham Wan Towers Tower 2 Private/HOS Residential Southern 
Sham Wan Towers Tower 3 Private/HOS Residential Southern 
Shatin Centre Shopping Arcade Commercial/Industrial/Public Utilities Sha Tin 
Shatin Industrial Centre Commercial/Industrial/Public Utilities Sha Tin 
Shatin Plaza Shopping Arcade Commercial/Industrial/Public Utilities Sha Tin 
Shek Pai Wan Estate Pik Fai House Public Residential Southern 
Shek Pai Wan Estate Pik Long House Public Residential Southern 
Shek Pai Wan Estate Pik Luk House Public Residential Southern 
Shek Pai Wan Estate Pik Ngan House Public Residential Southern 
Shek Pai Wan Estate Pik Shan House Public Residential Southern 
Shek Pai Wan Estate Pik Wai House Public Residential Southern 
Shek Pai Wan Estate Pik Yuen House Public Residential Southern 
Shek Pai Wan Estate Pik Yuet House Public Residential Southern 
Shek Wai Kok Estate Shek Fong House Public Residential Tsuen Wan 
Shek Wai Kok Estate Shek Ho House Public Residential Tsuen Wan 











Name of Buildings awarded the 


Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 


(as at 30 September 2019) 











Name of Building Type of Building District 
Shek Wai Kok Estate Shek Kuk House Public Residential Tsuen Wan 
Shek Wai Kok Estate Shek Kwai House Public Residential Tsuen Wan 
Shek Wai Kok Estate Shek Lan House Public Residential Tsuen Wan 
Shek Wai Kok Estate Shek Lin House Public Residential Tsuen Wan 
Shek Wai Kok Estate Shek To House Public Residential Tsuen Wan 
Shek Wai Kok Estate Shek Tsui House Public Residential Tsuen Wan 








Shining Heights 
Shiu Chung Court 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 


Central & Western 





Shopping Mall, Times Square 


Shouson Peak 


Commercial/Industrial/Public Utilities 


Private/HOS Residential 


Wan Chai 


Central & Western 





Shui On Centre 


Site 6, Shopping Arcade, Whampoa Garden 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Wan Chai 


Kowloon City 



































Sitoy Tower Commercial/Industrial/Public Utilities Kwun Tong 
Siu Lun Court Fai Lun House Private/HOS Residenti Tuen Mun 
Siu Lun Court Fu Lun House Private/HOS Residenti Tuen Mun 
Siu Lun Court Ka Lun House Private/HOS Residenti Tuen Mun 
Siu Lun Court Kwai Lun House Tuen Mun 
Siu Lun Court Ngan Lun House Private/HOS Residenti Tuen Mun 
Siu Lun Court Po Lun House Private/HOS Residenti Tuen Mun 
Siu Lun Court Sui Lun House Private/HOS Residential Tuen Mun 
Siu Lun Court Tsui Lun House Private/HOS Residential Tuen Mun 
Siu Lun Court Wah Lun House Private/HOS Residential Tuen Mun 
Siu Lun Court Wing Lun House Private/HOS Residential Tuen Mun 
Siu Lun Court Yiu Lun House Private/HOS Residential Tuen Mun 
Siu Lun Court Yuk Lun House Private/HOS Residential Tuen Mun 
Sky Pier Commercial/Industrial/Public Utilities Islands 

Skyline Plaza Private/HOS Residential Tsuen Wan 


Skyway House 


Commercial/Industrial/Public Utilities 


Sham Shui Po 





Sorrento Clubhouse 


Sorrento Tower 1 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 
Yau Tsim Mong 





Sorrento Tower 2 


Sorrento Tower 3 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 
Yau Tsim Mong 





Sorrento Tower 5 


Sorrento Tower 6 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 





Yau Tsim Mong 





South Crest 


South Horizons 


Private/HOS Residential 
Private/HOS Residential 


Tuen Mun 


Southern 





St. John's Building 


St. Paul's Terrace 


Commercial/Industrial/Public Utilities 


Private/HOS Residential 


Central & Western 


Central & Western 





Standard Chartered Bank Building 


Star Studios I 


Commercial/Industrial/Public Utilities 


Private/HOS Residential 


Central & Western 


Central & Western 





Star Studios II 


StarCrest 


Private/HOS Residential 
Private/HOS Residential 


Central & Western 


Wan Chai 





Stelux House 


Summit Building 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Kowloon City 


Kowloon City 








Summit Terrace Tower 1 Private/HOS Residential Tsuen Wan 
Summit Terrace Tower 2 Private/HOS Residential Tsuen Wan 
Summit Terrace Tower 3 Private/HOS Residential Tsuen Wan 











Name of Buildings awarded the 
Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 30 September 2019) 




















Name of Building Type of Building District 
Summit Terrace Tower 5 Private/HOS Residential Tsuen Wan 
Summit Terrace Club House Private/HOS Residential Tsuen Wan 
Sun Chui Estate Sun Chun House Public Residential Sha Tin 
Sun Chui Estate Sun Fong House Public Residential Sha Tin 
Sun Chui Estate Sun Hok House Public Residential Sha Tin 
Sun Chui Estate Sun Kit House Public Residential Sha Tin 
Sun Chui Estate Sun Ming House Public Residential Sha Tin 
Sun Chui Estate Sun Wai House Public Residential Sha Tin 
Sun Chui Estate Sun Yee House Public Residential Sha Tin 
Sun Chui Estate Sun Yuet House Public Residential Sha Tin 
Sun Hung Kai Centre Commercial/Industrial/Public Utilities Wan Chai 
Sun Hung Kai Logistics Centre (Shatin) Commercial/Industrial/Public Utilities Sha Tin 





Sun Life Tower 


Commercial/Industrial/Public Utilities 


Yau Tsim Mong 
























































Sun Tuen Mun Shopping Centre Commercial/Industrial/Public Utilities Tuen Mun 
T G Place Commercial/Industrial/Public Utilities Kwun Tong 
Tai Hing Estate Hing Cheung House Public Residential Tuen Mun 
Tai Hing Estate Hing Fai House Public Residential Tuen Mun 
Tai Hing Estate Hing Ping House Public Residential Tuen Mun 
Tai Hing Estate Hing Shing House Public Residential Tuen Mun 
Tai Hing Estate Hing Tai House Public Residential Tuen Mun 
Tai Hing Estate Hing Wai House Public Residential Tuen Mun 
Tai Hing Estate Hing Yiu House Public Residential Tuen Mun 
Tai Hung Fai (Tsuen Wan) Centre Commercial/Industrial/Public Utilities Tsuen Wan 
Technological and Higher Education Institute of Hong Kong (Tsing Yi) Commercial/Industrial/Public Utilities Kwai Tsing 
Technology Plaza Commercial/Industrial/Public Utilities Eastern 

Telford Gardens Block A1 Private/HOS Residential Kwun Tong 
Telford Gardens Block A2 Private/HOS Residential Kwun Tong 
Telford Gardens Block B1 Private/HOS Residential Kwun Tong 
Telford Gardens Block B2 Private/HOS Residential Kwun Tong 
Telford Gardens Block C1 Private/HOS Residential Kwun Tong 
Telford Gardens Block C2 Private/HOS Residential Kwun Tong 
Telford Gardens Block D1 Private/HOS Residential Kwun Tong 
Telford Gardens Block D2 Private/HOS Residential Kwun Tong 
Telford Gardens Block E1 Private/HOS Residential Kwun Tong 
Telford Gardens Block E2 Private/HOS Residential Kwun Tong 
Telford Gardens Block F1 Private/HOS Residential Kwun Tong 
Telford Gardens Bloc. Private/HOS Residential Kwun Tong 
Telford Gardens Block G1 Private/HOS Residential Kwun Tong 
Telford Gardens Bloc. Private/HOS Residential Kwun Tong 
Telford Gardens Block H1 Private/HOS Residential Kwun Tong 
Telford Gardens Bloc. Private/HOS Residenti Kwun Tong 
Telford Gardens Bloc. Private/HOS Residenti Kwun Tong 
Telford Gardens Bloc. Private/HOS Residenti Kwun Tong 
Telford Gardens Bloc. Private/HOS Residenti Kwun Tong 
Telford Gardens Bloc. Private/HOS Residenti Kwun Tong 
Telford Gardens Bloc. Private/HOS Residenti Kwun Tong 








Telford Gardens Block K2 








Private/HOS Residenti 





Kwun Tong 





Name of Buildings awarded the 
Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 30 September 2019) 


Type of Building District 


Name of Building 





Telford Gardens Block L Private/HOS Residential Kwun Tong 


Telford Gardens Bloc Private/HOS Residential Kwun Tong 





Telford Gardens Bloc Private/HOS Residential Kwun Tong 


Telford Gardens Block N1 Private/HOS Residential Kwun Tong 





Telford Gardens Block N2 Private/HOS Residential Kwun Tong 


Telford Gardens Block O1 Private/HOS Residential Kwun Tong 





Telford Gardens Block O2 Private/HOS Residential Kwun Tong 


Telford Gardens Block P1 Private/HOS Residential Kwun Tong 





Telford Gardens Block P2 Private/HOS Residential Kwun Tong 


Telford Gardens Block Q1 Private/HOS Residential Kwun Tong 





Telford Gardens Block Q2 Private/HOS Residential Kwun Tong 


Telford Gardens Block R1 Private/HOS Residential Kwun Tong 





Telford Gardens Block R2 Private/HOS Residential Kwun Tong 


Telford Gardens Block S1 Private/HOS Residential Kwun Tong 





Telford Gardens Block S2 Private/HOS Residential Kwun Tong 


Telford Gardens Block T1 Private/HOS Residential Kwun Tong 





Telford Gardens Block T2 Private/HOS Residential Kwun Tong 


Telford Gardens Block U1 Private/HOS Residential Kwun Tong 








Telford Gardens Block U2 Private/HOS Residential Kwun Tong 


Telford House Commercial/Industrial/Public Utilities Kwun Tong 





Telford Plaza II Commercial/Industrial/Public Utilities Kowloon City 


The Altitude Private/HOS Residential Wan Chai 





The Arch Moon Tower 


The Arch Sky Tower 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 
Yau Tsim Mong 





The Arch Star Tower 
The Arch Sun Tower 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 
Yau Tsim Mong 





The Austin Tower 1 


The Austin Tower 2 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 
Yau Tsim Mong 





The Austin Tower 3 


The Austin Tower 5 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 





Yau Tsim Mong 





The Babington 


Private/HOS Residential 


Central & Western 


The Bank of East Asia Building Commercial/Industrial/Public Utilities Central & Western 





The Bloomsville Private/HOS Residential Kowloon City 


The Cameron Commercial/Industrial/Public Utilities Yau Tsim Mong 





The Carmina Private/HOS Residential Eastern 


Commercial/Industrial/Public Utilities Central & Western 





niversity of Hong Kong Benjamin Franklin Centre Commercial/Industrial/Public Utilities Sha Tin 


niversity of Hong Kong Chung Chi College Administratiol Commercial/Industrial/Public Utilities Sha Tin 





niversity of Hong Kong Elizabeth Luce Moore Library Commercial/Industrial/Public Utilities Sha Tin 


niversity of Hong Kong Esther Lee Building Commercial/Industrial/Public Utilities Sha Tin 





niversity of Hong Kong Ho Sin-Hang Engineering Buildin Commercial/Industrial/Public Utilities Sha Tin 


niversity of Hong Kong Ho Tim House Commercial/Industrial/Public Utilities Sha Tin 





The Chinese University of Hong Kong Hui Yeung Shing Building Commercial/Industrial/Public Utilities Sha Tin 


The Chinese University of Hong Kong Institute of Chinese Study Commercial/Industrial/Public Utilities Sha Tin 





The Chinese University of Hong Kong John Fulton Centre Commercial/Industrial/Public Utilities Sha Tin 


The Chinese University of Hong Kong Kwok Sports Building Commercial/Industrial/Public Utilities Sha Tin 














The Chinese University of Hong Kong Leung Kau Kui Building Commercial/Industrial/Public Utilities Sha Tin 











Name of Buildings awarded the 
Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 30 September 2019) 





























Name of Building Type of Building District 
The Chinese University of Hong Kong Pi Chiu Building Commercial/Industrial/Public Utilities Sha Tin 
The Chinese University of Hong Kong Run Run Shaw Science Building Commercial/Industrial/Public Utilities Sha Tin 
The Chinese University of Hong Kong Science Centre North Block Commercial/Industrial/Public Utilities Sha Tin 
The Chinese University of Hong Kong Science Centre South Block and Ï Commercial/Industrial/Public Utilities Sha Tin 
The Chinese University of Hong Kong University Administration Buildiy. Commercial/Industrial/Public Utilities Sha Tin 
The Chinese University of Hong Kong University Health Centre Commercial/Industrial/Public Utilities Sha Tin 
The Chinese University of Hong Kong University Library Commercial/Industrial/Public Utilities Sha Tin 
The Chinese University of Hong Kong William M W Engineering Buildil ' Commercial/Industrial/Public Utilities Sha Tin 
The Chinese University of Hong Kong Y. C. Liang Hall Commercial/Industrial/Public Utilities Sha Tin 
The City Garden Hotel Hotel Eastern 
The Floridian Private/HOS Residential Eastern 


The Forest Hills Private/HOS Residential Wong Tai Sin 





The Gateway Tower 1 & 2 Commercial/Industrial/Public Utilities Yau Tsim Mong 


The Gateway Tower 6 Commercial/Industrial/Public Utilities Yau Tsim Mong 















































The Great Hill Block 1 Private/HOS Residential Sha Tin 
The Great Hill Block 2 Private/HOS Residential Sha Tin 
The Great Hill Block 3 Private/HOS Residential Sha Tin 
The Great Hill House No. 1 to 9 Private/HOS Residential Sha Tin 
The Green Private/HOS Residential North 
The Hampton Private/HOS Residential Wan Chai 
The Harbourfront Commercial/Industrial/Public Utilities Kowloon City 
The Hong Kong & China Gas Ma Tau Kok Plant Control Building Commercial/Industrial/Public Utilities Kowloon City 
The Hong Kong & China Gas North Point Building Commercial/Industrial/Public Utilities Eastern 
The Icon Commercial/Industrial/Public Utilities Kwun Tong 
The Independent Schools Foundation Academy (Block B and R) Commercial/Industrial/Public Utilities Southern 
The Independent Schools Foundation Academy (Block A, C and G) Commercial/Industrial/Public Utilities Southern 
on Hill Tower 1 Private/HOS Residential Wan Chai 
on Hill Tower 2 Private/HOS Residential Wan Chai 
on Hill Tower 3 Private/HOS Residential Wan Chai 
on Hill Tower 5 Private/HOS Residential Wan Chai 
on Hill Tower 6 Private/HOS Residential Wan Chai 
on Hill Tower 7 Private/HOS Residential Wan Chai 
on Hill Tower 8 Private/HOS Residential Wan Chai 
on Hill Tower 9 Private/HOS Residential Wan Chai 
The Lily Tower 1 Private/HOS Residential Southern 
The Lily Tower 2 Private/HOS Residential Southern 
The Lily Tower 3 Private/HOS Residential Southern 
The Lily Tower 4 Private/HOS Residential Southern 





The Long Beach Tower 1 
The Long Beach Tower 2 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 
Yau Tsim Mong 





The Long Beach Tower 3 
The Long Beach Tower 5 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 
Yau Tsim Mong 





The Long Beach Tower 6 
The Met Bliss 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 
Sha Tin 





Commercial/Industrial/Public Utilities Tsuen Wan 


The Octagon 


The Open Univeristy of Hong Kong Jockey Club Campus Commercial/Industrial/Public Utilities Yau Tsim Mong 





The Open University of Hong Kong, Homantin Campus Phase I Commercial/Industrial/Public Utilities Kowloon City 











Name of Buildings awarded the 
Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 30 September 2019) 


Name of Building 


Type of Building 


District 





The Open University of Hong Kong, Homantin Campus Phase II 
The Opulence 


Commercial/Industrial/Public Utilities 


Private/HOS Residential 


Kowloon City 


Kowloon City 





The Pacifica Tower 1 


The Pacifica Tower 2 


Private/HOS Residential 
Private/HOS Residential 


Sham Shui Po 
Sham Shui Po 





The Pacifica Tower 3 


The Pacifica Tower 5 


Private/HOS Residential 
Private/HOS Residential 


Sham Shui Po 
Sham Shui Po 





The Pacifica Tower 6 


The Pacifica Tower 7 


Private/HOS Residential 
Private/HOS Residential 


Sham Shui Po 
Sham Shui Po 

















The Palazzo Private/HOS Residential Sha Tin 

The Paramount Private/HOS Residential Tai Po 

THE PASEO Private/HOS Residential Yau Tsim Mong 
The Pavilia Bay Private/HOS Residential Tsuen Wan 
The Peak Tower Commercial/Industrial/Public Utilities Central & Western 
The Pinnacle Block 1 Private/HOS Residential Sai Kung 
The Pinnacle Block 2 Private/HOS Residential Sai Kung 

The Pinnacle Block 3 Private/HOS Residential Sai Kung 

The Pinnacle Block 4 Private/HOS Residential Sai Kung 


The Platinum 


Commercial/Industrial/Public Utilities 


Yau Tsim Mong 











The Reach Private/HOS Residential Yuen Long 
The Repulse Bay de Ricou Private/HOS Residential Southern 
The Repulse Bay Harston Private/HOS Residential Southern 
The Repulse Bay Nicholson Private/HOS Residential Southern 
The Repulse Bay Taggart Private/HOS Residential Southern 


The Royal Pacific Hotel and Towers 


Hotel 


Yau Tsim Mong 





The Sail at Victoria 


The Sherwood 


Private/HOS Residential 
Private/HOS Residential 


Central & Western 


Tuen Mun 





The Sparkle Tower 1 
The Summa Block 1 


Private/HOS Residential 
Private/HOS Residential 


Sham Shui Po 


Central & Western 





The Summa Block 2 


Private/HOS Residential 


Central & Western 








The Summit Private/HOS Residential Wan Chai 
The Tanner Hill - Tower 1 Private/HOS Residential Eastern 
The Tanner Hill - Tower 2 Private/HOS Residential Eastern 
The Tanner Hill - Tower 3 Private/HOS Residential Eastern 


The Waterfront Tower 1 


Private/HOS Residential 


Yau Tsim Mong 





The Waterfront Tower 2 


The Waterfront Tower 3 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 
Yau Tsim Mong 





The Waterfront Tower 5 


The Waterfront Tower 6 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 
Yau Tsim Mong 





The Waterfront Tower 7 


The Waterfront Club House 


Private/HOS Residential 
Private/HOS Residential 


Yau Tsim Mong 





Yau Tsim Mong 





The Zenith Block 1 
The Zenith Block 2 


Private/HOS Residential 
Private/HOS Residential 


Central & Western 


Central & Western 





The Zenith Block 3 


Three Pacific Place 


Private/HOS Residential 


Commercial/Industrial/Public Utilities 


Central & Western 


Central & Western 





Commercial/Industrial/Public Utilities 


Private/HOS Residential 


Kwai Tsing 
Kwai Tsing 





Tierra Verde Tower 2 





Private/HOS Residential 





Kwai Tsing 





Name of Buildings awarded the 


Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 


(as at 30 September 2019) 




















Name of Building Type of Building District 
Tierra Verde Tower 3 Private/HOS Residential Kwai Tsing 
Tierra Verde Tower 3A Private/HOS Residential Kwai Tsing 
Tierra Verde Tower 5 Private/HOS Residential Kwai Tsing 
Tierra Verde Tower 6 Private/HOS Residential Kwai Tsing 
Tierra Verde Tower 7 Private/HOS Residential Kwai Tsing 
Tierra Verde Tower 8 Private/HOS Residential Kwai Tsing 
Tierra Verde Tower 9 Private/HOS Residential Kwai Tsing 
Tierra Verde Tower 10 Private/HOS Residential Kwai Tsing 
Tierra Verde Tower 11 Private/HOS Residential Kwai Tsing 
Tierra Verde Tower 12 Private/HOS Residential Kwai Tsing 
Times Square Tower One Commercial/Industrial/Public Utilities Wan Chai 
Times Square Tower Two Commercial/Industrial/Public Utilities Wan Chai 





Times Tower 


Tins Enterprises Centre 


Commercial/Industrial/Public U 


Commercial/Industrial/Public U 


tilities 


tilities 


Sham Shui Po 
Sham Shui Po 





TLP132 
TML Tower 


Commercial/Industrial/Public U 








Commercial/Industrial/Public U 


tilities 


tilities 


Kwai Tsing 


Tsuen Wan 





Tower 1, The Harbourside 
Tower 125 


Private/HOS Residential 
Private/HOS Residenti 


Yau Tsim Mong 


Central & Western 





Tower 2, The Harbourside 
Tower 3, The Harbourside 


Private/HOS Residenti 
Private/HOS Residenti 


Yau Tsim Mong 
Yau Tsim Mong 
































Tradeport Logistics Centre Commercial/Industrial/Publi Islands 
Tsing Yi Estate Yee Kui House Private/HOS Residenti Kwai Tsing 
Tsing Yi Estate Yee Wai House Private/HOS Residenti Kwai Tsing 
Tsing Yi Estate Yee Yat House Private/HOS Residential Kwai Tsing 
Tsing Yi Estate Yee Yip House Private/HOS Residential Kwai Tsing 
TST Tower Commercial/Industrial/Public Utilities Sham Shui Po 
Tsuen Fung Centre Commercial/Industrial/Public Utilities Tsuen Wan 
Tsuen Wan Centre Nanchang House (Block 11) Private/HOS Residential Tsuen Wan 
Tsuen Wan Centre Hangyang House (Block 12) Private/HOS Residential Tsuen Wan 
Tsuen Wan Centre Kweiyang House (Block 13) Private/HOS Residential Tsuen Wan 
Tsuen Wan Centre Chengtu House (Block 14) Private/HOS Residential Tsuen Wan 
Tsuen Wan Centre Kuming House (Block 15) Private/HOS Residential Tsuen Wan 
Tsuen Wan Centre Nanning House (Block 16) Private/HOS Residential Tsuen Wan 
Tsuen Wan Centre Taiyuan House (Block 17) Private/HOS Residential Tsuen Wan 
Tsuen Wan Centre Tsinan House (Block 18) Private/HOS Residential Tsuen Wan 
Tsuen Wan Centre Shenyang House (Block 19) Private/HOS Residential Tsuen Wan 
Tsuen Wan Plaza (Shopping Arcade) Commercial/Industrial/Public Utilities Tsuen Wan 


Tsz Ching Estate Ancillary Facilities Block 


Commercial/Industrial/Public Utilities 


Wong Tai Sin 





Tsz Ching Estate Ching Fai House 
Tsz Ching Estate Ching Hong House 


Public Residential 


Public Residential 


Wong Tai Sin 
Wong Tai Sin 





Tsz Ching Estate Ching Ming House 
Tsz Ching Estate Ching On House 


Public Residential 


Public Residential 


Wong Tai Sin 
Wong Tai Sin 





Tsz Ching Estate Ching Tai House 
Tsz Ching Estate Ching Tak House 


Public Residential 


Public Residential 


Wong Tai Sin 
Wong Tai Sin 





Tsz Ching Estate Ching Wo House 


Tsz Ching Estate Ching Yi House 


Public Residential 


Public Residential 


Wong Tai Sin 
Wong Tai Sin 





Tsz Ching Estate Ching Yuen House 


Public Residential 








Wong Tai Sin 





Name of Buildings awarded the 


Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 


Name of Building 


(as at 30 September 2019) 


Type of Building 


District 





Tsz Ching Estate Ching Yuk House 


Tung Che Commercial Centre 


Public Residential 


Commercial/Industrial/Public Utilities 


Wong Tai Sin 


Central & Western 

















Tung Chiu Commercial Centre Commercial/Industrial/Public Utilities Wan Chai 
Tung Chung Crescent Bloc Private/HOS Residential Islands 
Tung Chung Crescent Bloc Private/HOS Residential Islands 
Tung Chung Crescen Private/HOS Residential Islands 
Tung Chung Crescen Private/HOS Residential Islands 
Tung Chung Crescen Private/HOS Residential Islands 
Tung Chung Crescen Private/HOS Residential Islands 
Tung Chung Crescen Private/HOS Residenti Islands 
Tung Chung Crescen Private/HOS Residenti Islands 








Tung Fai Gardens Fook Chak House 


Central & Western 





Tung Fai Gardens Hong Ning House 


Private/HOS Residenti 
Private/HOS Residenti 


Central & Western 


Kowloon City 





Tung Ming Court 


Private/HOS Residenti 
Private/HOS Residenti 


Central & Western 


Southern 





Tung Po Court 


Tung Shing Terrace 





Private/HOS Residenti 


Yau Tsim Mong 


Central & Western 





Tung Sun Commercial Centre 


Tung Tze Terrace 


Commercial/Industrial/Public Utilities 


Private/HOS Residential 


Wan Chai 


Central & Western 





Tung Wah Mansion 
TWGHs Wong Fung Ling Memorial Building 


Private/HOS Residential 


Commercial/Industrial/Public Utilities 


Wan Chai 


Central & Western 








Twin Peaks Block 1 Private/HOS Residential Sai Kung 
Twin Peaks Block 2 Private/HOS Residential Sai Kung 
Twin Peaks Clubhouse Private/HOS Residential Sai Kung 


Two Chinachem Central 


Commercial/Industrial/Public Utilities 


Central & Western 





Two Chinachem Exchange Square 


Two International Finance Centre 


Commercial/Industrial/Public Utilities 


Commercial/Industrial/Public Utilities 


Eastern 


Central & Western 





nion Park Centre 


niversity Court 


Commercial/Industrial/Public Utilities 


Private/HOS Residential 


Yau Tsim Mong 


Kowloon City 





niversity Heights Block 1 
niversity Heights Block 2 


Private/HOS Residential 
Private/HOS Residential 


Central & Western 


Central & Western 





























Private/HOS Residential Southern 
Private/HOS Residential Yuen Long 
Private/HOS Residential Sha Tin 
Private/HOS Residential Eastern 
Commercial/Industrial/Public Utilities Tuen Mun 
Verbena Heights Block 7 Private/HOS Residential Sai Kung 
Vianni Cove Block 1 Private/HOS Residential Yuen Long 
Vianni Cove Block 2 Private/HOS Residential Yuen Long 
Vianni Cove Block 3 Private/HOS Residential Yuen Long 
Vigor Industrial Building Block A Commercial/Industrial/Public Utilities Kwai Tsing 
Vigor Industrial Building Block B Commercial/Industrial/Public Utilities Kwai Tsing 
Private/HOS Residential Southern 
Private/HOS Residential Eastern 
Villa Esplanada Block 1 Private/HOS Residential Kwai Tsing 
Villa Esplanada Block 2 Private/HOS Residential Kwai Tsing 











Name of Buildings awarded the 
Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 30 September 2019) 

















Name of Building Type of Building District 
planada Block 3 Private/HOS Residential Kwai Tsing 
planada Block 5 Private/HOS Residential Kwai Tsing 
planada Block 6 Private/HOS Residential Kwai Tsing 
planada Block 7 Private/HOS Residential Kwai Tsing 
planada Block 8 Private/HOS Residential Kwai Tsing 
planada Block 9 Private/HOS Residential Kwai Tsing 
planada Block 10 Private/HOS Residential Kwai Tsing 
planada Block 11 Private/HOS Residential Kwai Tsing 
planada Club House Private/HOS Residential Kwai Tsing 





Village Gardens Phase A 


Private/HOS Residential 


Kowloon City 





Village Gardens Phase B 


Private/HOS Residential 


Private/HOS Residential 


Kowloon City 


Kowloon City 





Commercial/Indus 


Commercial/Indus 


rial/Public U 
rial/Public U 


tilities 


tilities 


Central & Western 


Sham Shui Po 





Wah Fung Garden 


Wang Fai Industrial Building 


Private/HOS Residential 


Commercial/Indus 


rial/Public U 


tilities 


Kwai Tsing 
Wong Tai Sin 





Water Supplies Department - Tin Shui Wai Building 
Water Supplies Department Hong Kong Regional Building 


Commercial/Industrial/Public U 


Commercial/Indus 


rial/Public U 


tilities 


tilities 


Yuen Long 


Eastern 





Water Supplies Department Kowloon East Regional Building 


Wayland House 


Commercial/Indus 


Private/HOS Residential 


rial/Public U 


tilities 


Kowloon City 


Southern 





Wealth Commercial Centre 


Well Tech Centre 


Commercial/Indus 


Commercial/Indus 


rial/Public U 
rial/Public U 


tilities 


tilities 


Yau Tsim Mong 
Wong Tai Sin 





Wellington Place 
Whampoa Gourmet Place, Shopping Arcade of Site 8, Whampoa Garden| 


Commercial/Indus 


Commercial/Indus 


rial/Public U 
rial/Public U 


tilities 


tilities 


Central & Western 


Kowloon City 





Wharf T & T Centre 
Wheelock House 


Commercial/Indus 


Commercial/Indus 


rial/Public U 
rial/Public U 


tilities 


tilities 


Yau Tsim Mong 


Central & Western 





Windsor House 


Wing Cheung Mansion 


Commercial/Indus 


Private/HOS Residential 


rial/Public U 


tilities 


Wan Chai 
Wan Chai 





Wing On House 


Wing On Plaza 


Commercial/Indus 


Commercial/Indus 


rial/Public U 
rial/Public U 


tilities 


tilities 


Central & Western 


Yau Tsim Mong 





Winning Centre 


Winway Building 


Commercial/Indus 


Commercial/Indus 


rial/Public U 
rial/Public U 


tilities 


tilities 


Wong Tai Sin 


Central & Western 





Woodcliffe Court 


World Commerce Centre 


Private/HOS Residential 


Commercial/Indus 


rial/Public U 


tilities 


Yau Tsim Mong 
Yau Tsim Mong 





World Finance Centre (North) 


World Finance Centre (South) 


Commercial/Indus 


Commercial/Indus 


rial/Public U 
rial/Public U 


tilities 


tilities 


Yau Tsim Mong 
Yau Tsim Mong 





World Tech Centre 


WSD Kowloon West Regional Building 


Commercial/Indus 


Commercial/Industrial/Public U 





rial/Public U 





tilities 


tilities 


Kwun Tong 


Sham Shui Po 





Wyler Gardens Wei Chien Court Block A - J 
Wylie Court Block A 


Private/HOS Residential 


Private/HOS Residential 


Kowloon City 


Yau Tsim Mong 





Wylie Court Block B 
Wylie Court Block C 


Private/HOS Residential 


Private/HOS Residential 


Yau Tsim Mong 
Yau Tsim Mong 





Wylie Court Block D 
Wylie Court Block E 


Private/HOS Residential 


Private/HOS Residential 


Yau Tsim Mong 
Yau Tsim Mong 








Yan Tin Estate Chun Tin House Public Residential Tuen Mun 
Yan Tin Estate Hei Tin House Public Residential Tuen Mun 
Yan Tin Estate Luk Tin House Public Residential Tuen Mun 











Name of Buildings awarded the 
Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 30 September 2019) 


Name of Building Type of Building District 





Yan Tin Estate Yat Tin House Public Residential Tuen Mun 


Yan Tin Estate Yuet Tin House Public Residential Tuen Mun 





Yan's Tower Commercial/Industrial/Public Utilities Southern 


Yau Lee Centre Commercial/Industrial/Public Utilities Kowloon City 





Yew Chung International School (Secondary Section) Commercial/Industrial/Public Utilities Kowloon City 


YHC Tower Commercial/Industrial/Public Utilities Kwun Tong 





Ying Piu Mansion Private/HOS Residential Central & Western 


Commercial/Industrial/Public Utilities Tuen Mun 





Commercial/Industrial/Public Utilities Yuen Long 


Yoho Mall I Extension Commercial/Industrial/Public Utilities Yuen Long 





York House Commercial/Industrial/Public Utilities Central & Western 








Youth Square Commercial/Industrial/Public Utilities Eastern 





Yuccie Square Tower 1 Private/HOS Residential Yuen Long 


Yuccie Square Tower 2 Private/HOS Residential Yuen Long 





Yuccie Square Tower 3 Private/HOS Residential Yuen Long 


Yuccie Square Tower 5 Private/HOS Residential Yuen Long 





Yue Sun Mansion Private/HOS Residential Central & Western 


Yuen Long Landmark Commercial/Industrial/Public Utilities Yuen Long 





Yuen Long Plaza Commercial/Industrial/Public Utilities Yuen Long 


illa Block 1 Private/HOS Residential Tuen Mun 





illa Block 2 Private/HOS Residential Tuen Mun 
Yuet Wu Villa Block 3 Private/HOS Residential Tuen Mun 





Yuet Wu Villa Block 4 Private/HOS Residential Tuen Mun 
illa Block 5 Private/HOS Residential Tuen Mun 





illa Block 6 Private/HOS Residential Tuen Mun 
illa Block 7 Private/HOS Residential Tuen Mun 





illa Block 8 Private/HOS Residential Tuen Mun 
illa Block 9 Private/HOS Residential Tuen Mun 





illa Block 10 Private/HOS Residential Tuen Mun 
illa Block 11 Private/HOS Residential Tuen Mun 





illa Block 12 Private/HOS Residential Tuen Mun 
Yuet Wu Villa Block 13 Private/HOS Residential Tuen Mun 





Yuet Wu Villa Block 14 Private/HOS Residential Tuen Mun 











Yuet Wu Villa Block 15 Private/HOS Residential Tuen Mun 


Total 1,585 














